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LAUT BROS. 
Fencing Needs 


Buck Saws--Just Righ to fix up those 
Willow Posts, each 


75c 


Hand Axes-- Try them on Willow Posts 


too, $1.25 


GAGA: ics as 


Tackle Block Wire Stretchers-- 


Strong and substantial--- 
you can hitch a horse to 


2.60 


these, each: oa aes 


Lighter and Cheaper Blocks in Stock too. 


Wire Grips--that: will Hold Smooth and 
Barb Wire for ever, each 


Staple Pullers-Fine for repair work, each 
4in. Post Augurs-they fairlyeat dirt, ,, 


Post Hole Diggers-for larger posts, ,, 


Laut Brothers, 


GROCERIES, HARDWARE, 
IMPLEMENTS, HARNESS. 


Mixed Farming 
Special Train 


Conducted by 
Alberta Department of Agriculture 
And assisted by 
Dominion Department of Agriculture and 
Canadian Pacific Railway Company. 


SPECIAL LECTURES 
ANP DEMONSTRATIONS 


on. all Phases of FARM WORK. 


Subjects :—Live Stock, Field Husbandry, Poultry, 
Dairying, Game Protection. 


Special Exhibits from Demonstration Farms and 
Schools of Agriculture. 


Household Science and Home Making. 
THIS TRAIN 


Will Stop at CROSSFIELD 
: MONDAY, JULY 3rd, 1916 


From 2,00 to 5.00 p.m. 

This Special Train will consist of 14 cars including two cars 
of Pure Bred Horses and Cattle to be used for judging and 
demonstration purposes, other cars will contain Exhibits upon 
which demonstrations and lectures will be given on different 
phases of Agricultural Work and Domestic Science. 


LADIES SPECIALLY INVITED. EVERYBODY WELCOME. 


HON. DUNCAN MARSHALL, 
Minister of Agriculture, 
ALEX, GALBRAITH, 
Supt. of Fairs and Institutes. 


J. DOUGALL, 
General Agricultural Agent. 
Canadian Pacific Railway Coy. 


CROSSFIELD, 


BOSS O66S68FSSSEES FS FS SEEESESEESSSSESEESESESECEEEESSESSSOSS 


hss sectnctectnctentnshectectetectentectmatctnatnateafeatnateateatuerabeateah: 


ALBERTA, 


FRIDAY, JUNE 28rd, 1916. 


PRICE $1 A YEAR. 


Mr. John 8. Cameron, of Calgary, 
is the inspector at our local school, 
for the High School Examinations. 


The Hon. C. W. Fisher paid a 
visit to Crossfield on Tuesday. 


Mr. F. Laylesworth, Inspector of 
public schools, from Olds, visited 
Crossfield School *on Thursday last. 


Mrs. Berry and children teft town 
on Wednesday, for Strathmore, their 
new home. Mr. Berry going later. 


For Millinery requirements call 
on Mrs. Botterill, Nanton street, 
Crossfield. 


Our local fair and sports are over 
once more. Old Sol let us see his 
shining face on’ both days. The 
different races were well contested. 
The entries in both the exhibits and 
sports were up to the standard. 
The attendance was only moderate 
on the first day, hut improved on 
the second. In another column we 
give a list of the awards. 


Pupils of Mrs. Donald Grant were 
among the successful candidates at 
recent R.A.M. & R.C.M., Music 
Examinations. 


The Women’s Institute will meet 
in the afternoon on the second Sat- 
urday in July. 


Church of the Ascension, First 
Sunday after Trinity, June 25th. 
Sunday School at 10 a.m. 
Morning Prayer « Sermon 11 a.m, 


For Sale.—Half a Section of Land 
5 miles from station, all fenced, 60 
acres broke; ex will*trade for a 
threshing outfit. Nothing but a 
first-class outfit considered. 
Apply L, V. Bliss. 


Mr. Alfred Lane has just sold a 
quarter section of farm land to a 
Calgary gentleman for the goodly 
sum of $6,500.00. 


Dr. M. Mecklenburg, the old re 
liable, long experienced and highly 
commended Optician, will again be 
at Crossfield, July 3rd, Carstairs 
July 4th. Charges Moderate and 
Satisfaction guaranteed. 


The dance on Thursday evening 
was made the occasion for a recruit- 
ing campaign. When four stalwarts 
answered the call, these were Ivor 
Lewis, who went through the South 
African war; Ross Peecock, Win. 
Urquhart, and Douglas Lee. These 
along with Sergt. Bone and several 
of the officers of the 187th were on 
the job in good time on Friday 
morning, by early afternoon the list 
had been lengthened by the addition 
of the following : E. BE. Edwards, 
C. Burgess, band; Wm. Wilson, B. 
Furber, D. Cummins, J. Cavander, 
H. Vambach, all joining the 187th 
Batt. Surely some of the single 
young men will feel their respon- 
sibility and duty to their country 
at this time of need, 

Girl Wanted, for General House- 
work, in Crossfield. 

Apply Chronicle Office. 


Mrs. DONALD GRANT, 
Teacher of 
PIANOFORTE, HARMONY, 
THEORY and SINGING. 
Will Visit Crossfield on Saturdays. 

Terms Moderate, . 
p.o. Box 621, Calgary for particulars 
Phone M2232 or M6492, 


Estray. 


N. J. Wigle, Sect. 11-28-29, W. 4 
one White faced Cow, with calf six 
months old. Cow branded on right 
hip. O blotched. Calf not branded. 


Crossfield. —On the premises of | 
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WATCH THIS 


FOR 
BARGAINS 
Next Week 


W. McRory & Sons 


HARDWARE SPECIALISTS AND HEATING EXPERTS. 
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CROSSFIELD DISTRICT 
C0- OPERATIVE ASSOGIATION U.F.A. 


ee __ LIMITED. - 


For Sale, «High irae Shorthorn Bull, also Wee McGregor 
Potatoes. James Millar, R.R. No. 1. 


For Sale.-High Grade Holstein Bull Calf, 1 year old. A. A. Hall 
For Sale.--Pigs, from 4 to 6 weeks old, at $3.50. E. D. High. 


For Sale.--One Pullman Baby Carriage, in good condition. 
W..M. Thurlow. 
Estray.---One Dark Bay .Clyde Gelding, two years ‘old, 
branded >X left shoulder. J. Cavander. 
For Sale.-—1 Cow, 3 yrs old, with calf at foot. G.°H. Hales. 
Strayed —Three head of Cattle. 


Branded 4T on right hip. 
Chris Asmussen. 
Lost. —F; auntain Pen, filled with green ae Suitable reward, 
G. A. C, Dougan. 
For Sale.—A quantity of Farm Implements, all kinds. 
E. Marston. 
For Sale.—About 500 bushels of Winter Wheat. Phone 316 
Lee Ableman. 
Any person wanting fencing Wire had better get their orders 
in at once, we have ordered a mixed car, barbed and woven. 
Get your orders in for twine. 
We expect a car of Salt in at any time. 
Have your Hail Insurance written in in the U.F.A. office by the 
U.F.A. man for the U.F.A. 


A. A. HALL, Pres. A. W. GORDON, Secry.-Treas, 
eeooeoosooooooooooooosooee 


CROSSFIELD MEAT MARKET 


Fresh and Cured Meats and Fish always on hand 


Try our noted Homemade Sausage, fresh daily. 


Phone 24, Highest Price Paid for Hides and Poultry. 


TIMS & CUMING, Props. 


EDMONTON EXHIBITION 


JULY 10th--15th, 1916. 
$25,000 In Cash Prizes For 


ENTRIES CLOSE JUNE 27th, 1916 
Take your Summer Vacation Baie Exhibition Week 
And Visit the 
a Provincial Orange Celebration on the Geounds July 12th 
Splendid Attractions Have Been Secured for your Entertainment including 
KATHERINE STINSON, Sensational Aviator. 
World at Home Shows on Midway. March of the Allies. Roller Coaster. 
EDMONTON EXHIBITION ASSOCIATION, 
ee el 
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is all you need 


THE CHRONICLE, CROSSFIELD, ALBERTA 


worn ewe | AChing’ Back Gets Relief Quick: 
One Rub With “Nerviline” Cures 


j / 
j / / 
/ / 


to pay for the 


best and purest Soap in the world 


—Sunlight. 


The inducements 


offered with common soaps can- 
mot make up for the guaranteed 


purity of Sunlight Soap. 


144 


EXCELSIOR 
INSURANCE LIFE 


Exclusively Canadian Company 


An 


An Excelsior ar Esti 


‘ 


KEEP THEM WORKING 


A horse in the field is worth re 
inthe barn, You can't pr eat 
Spavin, Ringbone, Splint, or Pourp rom 
putting your horse in the bara but you 
can ent troubles from keepin; 
horsesin the barn very long. You can ge! 


KENDALL'S 


_SPAVIN CURE 
at wer 


rugaisteat: La bottle,6 for $5,and 
Ken Drees a1 aeons ds of farmers 


and horsemen will say so. Our book 
“Treatise on the horse” free. 104 


Dr. B, 3. KENDALL CO., Enosburg Falls, Vt, 


Especially adapted 
for ladies’ and Child- 
ren’s Shoes, produces 
ot A erg & hg ost 

itt nt nfo any 
self-shining dressing 
made. Contains no- 
thing injurious and 
ia the the only dress- 
ing of its kind that 
contains oil to soften 
and preserve the 
leather. 


Makes Old Shoes look 
like New, Used largely 
in Shoe Factories for 
finishing new work. 


AT ALL DEALERS 


India increased its rice production 
this year by about 21 per cent. to a 
new high recori, although the acre- 


age was increased less than one per 


cent. from last year. 


The cheapness of Mother Graves’ 
Worm Exterminator puts it within 
reach of all, and it can be got at any 
druggist’s. 
serves a bad master who serves 
multitude.—kx, 


He 
the 


Fare | 


| 


COMPANY 


Assets Over Four Million Dollars 


isa Money Saver. Get One To-day. 


Life’s Handicap 


Fond Mother (proudly)—And do 
you not think ’e looks like ‘is father?’”:| 
The Soldier (sympathetically)— | 
Don’t you let that worry you, Mrs. Me- | 
Carthy, so long as ’e’s ‘ealthy.—Pass- | 
ing Show. | 


Spreading Good | 


News Broadcast 


|WANTS EVERYBODY TO KNOW 
DODD'S KIDNEY PILLS 
CURED HIM 


Louis Champagne, After a Long Per- 
iod of Sickness and Weakness, 
Says He Found New Health in 
Dodd’s Kidney Piils. 


Millerand, Ont.—(Spetial)—Strong 
and hearty again after a long period 
of weakness and ill-health, Louis 
Champagne, a well known resident of 
this place, is spreading broadcast the 
good news that he found new health 
and strength in Dodd's Kidney Pills. 

“For a long time,” Mr. Champagne 
states in an interview, “I suffered 
from kidney disease and backache. My 
appetite was uncertain, and I got up 
in the morning with a bitter taste in 
my mouth. There were flashes of 
light before my eyes, and I had a 
dragging sensation across the loins. 
My limbs were heavy and I was al- 
ways tired. 

“Then I decided to try Dodd's Kid- 
ney Pills, and I am glad to be able 
to say that two boxes made me well. 
I recommend Dodd's Kidney Pills to 
all those who suffer from feebleness 
or bad kidneys.” 

If you have the symptoms megtion- 
ed by Mr. Champagne you may be 
sure your kidneys need attention, Ne- 
glected kidneys are the cause of more 
than half the ills mankind is heir to. 
The way to treat sick or weak kid- 
neys igs to use Dodd's Kidney Pills. 


One of the large railroads in India 
is experimenting with steel passen- 
ger cars, lined with wood that is in- 
sulated against the heat of the metal 
with asbestos. 


Pills of Attested Value.—Parmelee’s 
Vegetable Pills are the result of care- 
ful study of the properties of certain 
roots and herbs, and the action of 
such as sedatives and laxatives on the 
digestive apparatus. The success the 
compounders have met with attests 
the value of their work. These pills 
have been recognized for-many years 
as the best cleansers of the system 
that can be got. Their excellence was 
recognized from the first and they 
grow more popular daily. 

We recently heard a remark by an 
old Kentucky farmer which seems 
worth entering for the ungrammatical 
sentence prize. To a visitor he ob- 
served. “Them three Miss Perkins is 
three of ag pretty a gal as ever I see.” 


No man or woman should hobble 
about because of corns when so cer- 
tain’ a relief is at hand as Holloway’s 
Corn Cure. 


First Tramp—You seem very ‘appy 
abaht it. What's up? 

Second Tramp (reading war speech) 

‘Kre’s me bin goin’ wivout luxuries 
all this time an’ I’ve only jus’ found 
out that I’ve bin ‘elpin’ the country 
to win this war. 


gS Oo ee ET SER 


unlight Soa 
be. 


In Wrong 

A strange Woman 
church had gone to the wrong pe 
Nervously the youong usher approach- 
ed her, 

“Mardon me, padam, but you are 
occupying the wrong pic. Allow me 
to sew 


you to another sheet.” 


MOTHER AND BABY 


The fond mother always has the wel- 
fare of her little ones at heart. She is 
continually on the watch for any ap- 
pearance of the maladies which threat- 
en her little ones. Thousands of moth- 
efs have learned by experience that 
nothing will equal Baby's Own Tablets 
in keeping the children well. Conr- 
cerning them Mrs. R. Morehouse, Bliss 
field, N.B., writes: “Baby’s Own ‘Uab- 
lets are the best medicine I have ever 
used for my baby. 
but the Tablets soon put him right 
again.” 
cine dealers or by 
box from The Dr. Williams’ 
Co., Brockville, Ont. 


mail at 25 cents a 
Medicine 


Officer—Not much 
Give him a Number 


The Medical 
wrong with him. 
Nine Pill. 


“Number Nines,” sir. 


The Medical Officer—Then give him 


The Orderly—I'm afraid we're out of | 


He was very C1088 | 


The. Tablets are sold by medi- | 


| 


| gested 
‘long way for 
|ments you have used have not reach- 


| line! 


Every Bit of Stiffne- © and 
Soreness Goes When 
“Nerviline” is Used 


Pain in back or side is awful hard to 
reach, Deep in the tissue is @ con- 
or strained: muscle, It is ‘a 
a liniment to go, Lini- 


ed it, and the pain bothers 
whether moving or lying down. 

What a pity you haven't tried Nervi- 
Penetrating, you ask? Yes, and 
powerful, too. Nerviline strikés in far 


you, 


deeper than any application you have | 


ever used. You might pay a dollar, 


“When Jones bought his new. house 
it was with the express understanding 
that he should have a room all of his 
own—a den or study.” 

“Yes, 1 know what you mean. Did he 
get it?” 

“Yes, and his wife furnished it.” 

“How?” 


“With a sewing machine, a cutting | house. 
| table, 
a Number Four and a Number Five.— | 


two dressers, dummies, three 
sewing chairs and a full-length mir- 
ror.” —Tit-Bits. 


London Opinion. 


COIanpos 


a substitute, 


“This typewriting gets on my nerves.” 


eurasthenia 


It is quite possible for the nervous system to be considerably ex- 
hausted before you realize the seriousness of your condition. 
feel up to the mark, are easily tired out, worry over little things, and get 
cross and irritable, but do not consider yourself sick. 


vi 
(hy, 


NERVES - 


Do not be talked into accepting 


Imitations disappoint. 


Dr em 


Nerve f ood “ 


SHOE POLISHES 


BLACK: WHITE - TAN 


fee Your SHOES NEAT 


Oc 


FP, Dalley Co. of Coneds Lad, Homilion, Canade 


“Now I'm well and enjoy my work.” 


or Exhaustion of the 
Nervous System. 


For this reason we shall give an outline of the symptoms s0 that you may be warned 
in time and use preventive treatment at a time whgn it will do the most good. 


1, General discomfort—excitement and depression alternating. 
. Headache and sometimes dizziness, and deafness. 
. Disturbed, restless, unrefreshing sleep, interrupted by dreams. 
. Weakness of memory, particularly of recent events. 
Blurring sight, noises and ringing in the ears. 
Disturbance of sensibility or feeling, as in hands, or, with women, in the breasts. 
. Coldness of parts of body or flushing and sweats. 
. Lack of tone, easily fatigued, dyspepsia. 

. Fear to be alone, or in a crowd, fear of things falling, fear of travelling, ete. 


These symptoms indicate that the nerves are being starved for lack of rich, 
blood. Certain elements are lacking which can best be supplied by Dr. Chase’s Nerve Food. 


This cure is easily available and awaits alone your action in applying it. 
question of the.merits of this food cure. Enquiry among your friends will prove to you 
that many thousands of women, and men, too, are being restored to health and vigor by 


use of Dr. Chase’s Nerve Food. 


50 cents a box, 6 for $2.50, all dealers, or Edmanson, Bates 
& Co., Limited, Toronto. 


ter, but you could rot equal Nervi- 
line, either in strength, quickness’ of 
jaction, or permanency of relief. 


| surely 


Penson 


ten dollars, a hundred, for that mat- 


If you think this too much to say 
for Nerviline, try it, and be con- 
vineed. 

If you receive from Nerviline even 
a little less relief from pain than this 
advertisement induces you to expect, 
you can get your money back. 

The only pain remedy in the world 
sold under a guarantee is Nerviline— 
it is safe to try it. 

Nerviline is sold by druggists every- 
where, 25 cents or 50 cents a bottle, or 
direct from The Catarrhozone Co., 
Kingston, Canada. 


Husband (explaining income tax)— 
You see, my dear, if our income is 
over a gtated amount we have to pay 
the government. 

Wife—And if it is under that amount 
does the government have to pay us? 


Keep Minard’s Liniment In the 


Despite the numerous “‘cures,” 
cer continues to increase. 


can 


You do. not 


red 


There is no 


wt 
eee 
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] Poff Paste, tart shells, 1 Mrs. Richards, 
2 Mrs. R. Arnott. 


Crossfield 7th Annual Fair 


On Wednesday 


and Thursday, 


Lovely Weather and Large Crowds 


Large List of Entries, Good Races and Sports. 


Crossfield’s festal days are over once again, 7: The fair and sports 


which have been so anxiously looked forward to are gone, 


was all that anyone could wish for. 


will be an incentive for the hard work that will come in the near future. 
There was a good display of hérses, and the best feature is the im- 


provement to be seen year by year. This applies to the cattle shown also. 


LIST OF THE AWARDS. 


HORSES.--Clydesdales, Stallion. 4 yrs | 
and over, 1. Jas. Laut, 2 W. J. Anderson. 

Brood Maré to foal within 3 months, 1 
R. Arnott, 

Percherons, Stallion; 4 years and over, 
1D. A. Fike. 

Stallion, 3 years and over, 1 Washing- 
ton Alberta Land Co., 2G. J. Gunsolly. 

Brood Mare to Foal within 3 months, 
1 und 2 Washington Alberta Land Co. 

Brood Mare, foal at foot, 1 G. T. Jones, 
2 Washington Alberta Land Co. 

Belgian Stallion, 1 C. Russell. 

Shires, 2 years and under, 1 M.S. 
Matthews. 

Brood Mare, 
Matthews. 

Pure Bred Heavy Draft, Team in har- 
ness, 1 R, Arnott, 2 A. Webster. 

Dry Mare or Gelding, 1 R. Arnott, 2 
A. Webster. 

Brood Mare to foal within 3 months, 1 
Washington Alberta Land Co., RoR. 
Arnott. 

Brood Mare foal at foot, 1 G. T. Jones, 
2 Washington Alberta Land Co. 

Colt or Filly, 1 J. Cavander; 2 J, Trea. 

Brood Mare and 2 progeny, 1 Washing- 
ton Alberta Land Co. 

Best 4 females, 1 and 2 Washington 
Alberta Land Co. x 

Foal, 1 Washington Alberta Land Co.; 
2G. T. Jones. 

Heavy Draft, over 1,500 Ibs., 1 and 2 
Dobson Bros, 

Dry Mare or Cielding, 1 and 2 Dobson 
Bros. 

Brood Mare with foal at foot, 1 Dobson 
Bros. 
Gelding or Filly, 3 years, 1 Dobson 
sros., 2 W. Landymore. 

Gelding or Filly, 2 years, 1 and 2 Dob- 
son Bros. 

Colt or Filly, 1 Dobson Bros., 2 A. 
Webster. 

Brood Mare and 2 progeny, 1 Dobson 
Bros. 


foal at foot, 1 M. 8. 


Bros. 
Foal, 1 Dobson Bros. 
Four Horse Team, 1st Dobson Bros. 
Agricultural, under 1500 Ibs., Team in 
harness, 1 and 2 Dobson Bros, 
Dry Mare or Gelding, 1 Dobson Bros., 
2 J. Trea. 
Brood Mare, to foal within 3 months, 
1 and 2 Dobson Bros. 
Brood Mare, foal at foot, 1 and 2 Dob- 
son Bros, 
Gelding or Filly, 3 years, 1 and 2 Dob- 
son Bros. 
Gelding or Filly, 2 years, 1 Dobson 
Bros,, 2 R. J. McBean. 
Colt, 1 year, 1 and 2 Dobson Bros, 
Brood Mare and 2 progeny, 1 and, 2 
Dobson Bros. 
Best 4 Females, 1 and 2 Dobson Bros, 
Foal, 1 R. Arnott, 24. Cavander, 
Four Horse Team hitched to wagon, 1 
Dobson Bros. 
Two Special Prizes, Team in Harness, 
Dobvsun Bros., 1 and 2 and 1. 
Hackneys, Stallion, any age, 1 Dobson 
Bros. 
Mare, any age, 1 and 2 Dobson Bros, 
Standard Bred, Stallion, any age, Pacer 
or Trotter, 1 G. T. Haag, Carstairs; 2 
W. Urquhart. 
Saddle Pony, over 14}¢ hands, 1 J. B. 
Berecht, 2 L. J. Allen. 
143¢ and under, 1 A. J. Harrington, 
Airdrie; 2 T. B. Russell. 
Pair Trottersand Pacers, 1 G, T, Haag, 
Carstairs. 
Single Trotter or Pacer, 1 H. MePhee, 
Filly or Gelding, 2 years, 1 L. V. Bliss. 
Ditto. 1 year, 1S. H. Bnay. 
Foal, L. V. Bliss. 
Carriage Horses, Team, Mares or Geld- 
ings, 13. Berecht, 2 H. McKenzie. 
tingle Driver, 1 and 2 J. B. Berscht. 
Filly or Gelding, 2 yeare, 1 and 2 Dob- 
eon Bros. 
Filly or Gelding, 1 year,"l"and 2 Dob- 
son Bros, 
Farmers’ Hitch up. 1H, McKenzie, 2 
L. A’ an, 
CA’ £:---Shorthorn Bull, 1 Frank 
Landymore, 
Hereford Bull, 3 and over, } and 2 F, 
Collicut, 


Best four Females, 1 and 2 Dobson }- 


The weather 
And the two days spent in pleasure 


Ditto, 2 and under, 1 and 2 F. Collicut 

Heifer 2 and under, land 2 F. Collicu#® 

Polled Angus, Cow;3 and under, 1 G. 
Landymore, 

Galloways, Bull 3 and over, 1 Amery 
and Hubbs, 

Holsteins, Bull. 2 and under, 1 C. 
Hultgren. 

Cow, 3 and under, 1 and.2C. Hultgren 

Heifer, 2 and under, l and 2 C. Hult- 
gren. 

Ayrshires, Bull 2 and under, 1 and 2 
G. Becker. 

Cow 3 years, 1 and 2 G. Becker. 

Heifer 2 and under, 1 and 2 G. Becker 

Beef Cattle, Steer, 1 F. Collicut. 

Grade Dairy Cows, 1 G. Becker, 2 W. 
Fenwick. 

Special Prize donated by Hon. C. W. 
Fisher, for best 3 head of Dairy Cows; 1 
C. Hultgren, 2 G. Becker. 

Swine, Berkshire Boar, 1 L. V. Bliss, 2 
G. T. Jones, 

Sow, 1 L. V. Bliss, 2 G. T. Jones. 

Duroc Jersey Boar, 1 W. W. Graham. 

Grade Sow or Boar, 1 G. Landymore, 
2 W. Landymore. 

Hampshire Boar, 1 and 2 Ed. Byrd. 

Sow, 1 and 2 Ed. Byrd. 

Sheep, Shropshire Ram, 1 and 2 A. A. 
Hall. 

Children’s Live Stock, Heifer under 1 
year, 1 and 2 J. Becker. 

Sheep, 1 Doris Huser. 

Pig, 1 and 2 J. Becker. 


Poultry, Orpinton, black cock, 1 G. T. |: 


Jones, 2 E. K. Wegener. 

Ditto., hen, 1 and 2G. T. Jones. 

Ditto., pen, 1 G. T. Jones, 2 E. K. 
Wegener. 

Rhode Island Reds, R.C. Cock, 1 and 
2 R. B. James. 

Hen, 1 and 2 R. B. James, 

Hamburg, silver cock, 1 Mrs. G. Mur- 
dock, f 

IIen, 1 Mrs. G. Murdock. 

Pen, 1 Mrs. G. Murdock, 

Bronze Turkey, female, 1 and 2, R. B. 
James. f ke 

Ducks, Pekin Male and Female, 2 1st 8. 
Reid. 

Toulouse Gcese, male | G. T. Jones, 2 
R. B. James. 

Female, 1 G, T. Jones, 

Eggs, Hen, dozen white, 1 Mies 8. 
Casey, 2 Marie Becker. 

Judges remarks: Mrs. W. Tweedule’s 
were extra good, but several were broken. 

Brown Eggs, 1 Mrs. R. Arnott, 2 Mrs, 
Richard, 

Children’s, Pen 4 pullets any breed, 1 
Raymond Wegner. 

Cockerel any breed, 1 R. Wegener. 


Dairy Produce, Butter, 3-1 lb prints, 
1 Miss Margt. Wylie, 2 Mrs, H. Purvis, 3 
Mrs, Jas. Morrison. 

Butter; 1-5 Ib crock, 1 Mrs. Jas. Morri- 
son, 2 Miss M. Wylie, 3 Mrs. H. Purvis 
4 Mrs. R. J. Nixon. : 

Home Products, Bread, white, 1 loaf, 
1 Mrs, T. C, Curley, 2 Mrs. Lloyd Ald- 
rich, Carstairs. 

Boston Brown, 1 Mrs. T. C, Curley, 2 
Mrs. Richards 

Nut Bread, 1 Mrs, T. C. Curley, 2 Mre. 
Lloyd Aldrich, Carstairs. 

Raisin Bread, 1 Mrs. Richards, 2 Mrs. 
E. 8. MeRory. 

Buns, 1 doz. with yeast, 1 Mre. Richards, 
2 Mrs. E. Wegener. 

Roll, Cinnamon with yeast, 1 Mrs. E. 
Wegener, 2 Mrs. E, 8. McRory, 

Ditto., without yeast, 1 Mrs, G. Becker. 

Tea biscuits, 1 dozen, 1 Miss M. Spald- 
ing, 2 Mrs. Richards, 

Doughnuts, 1 dozen, 1 Mrs. Richards, 
2 Mrs. G. Becker. 

Sugar Cookies, 1 dozen, 1 Mrs. R. 
Arnott, 2 Mrs. G. Bireh, 

Light Ginger Cookies, 1 Mrs. R. Arnott. 

Dark Ginger Cookies, 1 Mrs. G. Becker 
2 Mra, Richurds. ; 

Drop Cakes, Unfrosted, 1 Mrs. W. B. 
Price, Carstairs; 2 Mrs. Richards. 

Fancy Cakes, 1 Mrs. R. Arnott. 

2 Mre. Richards. 

Seotch Short Bread, 1 Mrs, Richards, 
2 Mrs. W. Tweedale. 

Cheere Straws, | Mrs. Richards, 2 Mrs, 
R. Arnott, 


Price, Carstairs; 2 Mre. E. Wegener. 


Price, Carstairs; 2 Mrs. E. Wegener. 
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Layer Cake, cocoanut, 1 Mrs. W. B. 
Layer Cake, chocolate, 1 Mrs. W. B. 


Ditto., caramel, 1 Mrs. E, Wegener, 2 
Mrs, Richards. 

Loaf Oake, fruit, 1 Mrs. R. Arnott, 2 
Mrs. Richards. 

Ditto., Sponge, 1 Mrs. T. C. Curley. 2 
Mrs. R. Arnott. 

Ditto., Gingerbread, 1 Mra. R. Arnott, 
2 Mrs. Richards. 

Devils Food, 1 Mrs. R. Arnott, 2 Mrs. 
W. B. Price, Carstairs. 

Fruit. Preserved Rhubarb, 1 Mrs. W. 
Tweedale, 2 Mrs. G. Becker. 

Cherries, 1 and 2 Mrs, E. 8S. McRory. 

Strawberries, 1 Mrs. R. Arnott, 2 Mrs. 
E. S. MeRory. 

Pears, 1 Mrs. FE. §. McRory. 

Plus, 1 Mrs, R, Richards, 2 Mrs. G, 
Birch. 

Collection of 5 kinds, 1 Mrs. Richards, 
2 Mrs. R. Arnott. 

Rhubarb Marmalade, 1 
Curley, 2 Mrs. G. Becker. 

Apple Marmalade, 1 Mrs. Richards, 2 
2 Mrs. R. Arnott, 

Salad, Meat or Fish, 1 Mrs. T. C. 
Curley, 2 Mrs. W. B. Price. 

Vegetable Salad, 1 Mrs, R. Arnott, 2 
Mrs. T. C. Curley. 

Fruit Salad, 1 Mrs, Richards. 

Cheese, 1 Mrs. Richards. 

Boston Baked Beans, 1 Mrs. E. Weg- 
ener, 2 Mrs. T, C. Curley. 

Fancy Mould from Jelly Powder, 1 
Mrs. R. Arnott, 2 Mrs. Richards. 

Candy, Chocolate Fudge, 1 Miss A. 
Halliday. 

Special Prize. BestSchool Lunch, Mrs. 
W. Laut. , 

Special Prize» Best Bread from Robin 
Hood Flour, Mrs. FE. Wegener. 

Special Prize. , 1 doz. Buns Robin Hood 
Flour, Mrs. Richards. 

Special. Bread from Our Best Flour, 
1-Mrs, '’. C. Curley, 2 Mrs. R. Arnott, 

Special. Bread from Purity Flour, 1 
Mrs. E. Wegener, 2 Mrs. G. Becker. 

Special. Bread from Royal Household 
Flour, Mrs. E. Wegener. , 

Fancy Work. Coronation Braid Work, 
1 Miss F, Gesner. 

Punch Work, 1 Miss G. Halliday, 2 
Miss H. Fitzgerald, ' 

Drawn Work, 1 Mrs. Leroy Chown, 2 
Mrs. Jas. Morrison. 

Embroidery Silk on Linen, 1 Mrs, Eph. 
Buschert, Sampsonton ; 2 Miss M Wylie 

Ditto Cotton on Linen, 1 Miss G Hall- 
iday 2 & 3 Mesdames Chown, Jas. Morri- 
son and. Thurlow, work equal. 

Sofa Cushion hand embroidered, Miss 
Margeret Wylie. 
. Other than named, no first, 2nd Mijss 
Margaret Wylie. 

Yoke for Undergarment, 1 Mrs. Leroy 
Chown, 2 Mrs. L. Aldrich. 

Crochet, wool, | Miss Margaret Wylie. 

Bedroom Slippers, crochet, 1 Miss M. 
Wylie, 2 Mrs Richards. 

Knitting, Fancy, 1 Miss Wylie, 2 Mrs. 
L. Aldrich. : 

Knitting, Plain, 1 Miss Wylie, 2 Miss 
D. Landymore. 

Tatting, Edging, 1 Miss G. Halliday. 

Fancy Apron, | Geneviene Fitzgerald, 
2 Mrs. Eph. Buschert 

Plain Apron, 1 Mrs. L. Aldrich, 2 Mrs. 
W. Thurlow 

Homemade Working Shirt, 1 Mrs. W. 
Tweedale, 2 Mrs. W. Thurlow 

Darning, 1 Miss M. Wylie, 2 Mrs. R, 
Arnott ; 

Patching, 1 Miss M, Wylie 

Knitted Quilt, 1 Miss M. Wylie 

Patchwork Quilt, cotton, land 2 Miss 
G. Fox 

Lady’s Dress Blouse, 1 Miss M. Wylie, 
2 Mrs. W Tweedale 

Lady’s Shirtwaist, 1 Miss M Wylie, 2 
Mrs W Thurlow 

Painting, Oil, 1 Miss M Wylie, 2 Mrs 
W Laut 

Painting, Water color, 1 Mrs Richards, 
2 Mra W Laut 

Painting on China, 1 Mrs L Aldrich, 2 
Miss M Wylie ; 

Painting on Satin, | Mrs G Birch 

Phyrography, 1 Mrs Richards, 2 Mrs. 
W. Laut 

Fancy’ Towels, Embroidered, 1 Mra 
L Chown, 2 Miss G Halliday 

Ditto, with crotchet, 1 Mrs H Purvis 

Fancy Pillow Slip embroidered, equal 
1 Miss G Halliday and Mrs L Chown, 2 
Mrs Richards 

Stencilling, 1 Miss Wylie 

Special, Men’s Hand Knitted Socks, 
Miss D Landymore. 

Flowers and Gardens. Best Collection 
of House Plants, 1 Mrs E Wegener, 2 Mrs 
RJ Nixon 


Cut Flowers, garden grown, 1 Mre R 
Arnott 


Cut Pansies, 1 Miss F Gesner, 2 Mra R 
Arnott 

Iceland Poppies, 1 Mrs R Arnott 

Single Geranium in bloom, 1 and 2 
Mre E Wegener 

Ditto double, 1 Mre E Wegener, 2 Mre 
G Birch ‘ 

One Flowering Plant, 1 and 2 Mre E 


Wegener 


Mrs. T. C. 


ST ATTAINABLE 


GALT 


Crossfield 


Ivor Lewis 


Sole Agent for the Famous 


COAL 


Hard Coal and Briquettes always 
on hand. 


Fire Wood. 


Draying. 
, Alberta 


One Fern, any variety, 1 Mrs Wegener 

Best Garden Exhibit, 1 Mrs R Arnott 

Special, The largest and best variety 
of Cultivated Plants, Mrs. R. Arnott 

Children’s Department. Photography, 
Best collection, Amateur, 1 Miss R. Bor- 
ton 

Nature Study, Best Essay on the value 
of our Birds, 1 Miss A Halliday, 2 Anne 
Lennon 

Pressed Flowers, 
Reid, 2: Ina Frazer 

Collection of Insects, 1 I Scholefield 

Domestic Science, Loaf of bread, 1 
Bertha Wegener, 2 Doris Huser 

School Lunch, 1 Jean Whillans, 2 Ber- 
tha Wegener 

Home Made Candy, 1 Miss A Halliday, 
2 Kathleen Purvis 

Hand stitched handkerchief and _ piece 
of fancy work, 1 Helen Fitzgerald, 2 
Maude Botteril, 2 Florence Chesseau 

Knit Soldiers Washrag, 1 Alice Ontkes, 
2 Gordon Purvis 

Manuel Training. Best Piece of work 
done by hand in any material, by one 12 
years and under. 1 James Belshaw, 2 
John McLaren 

Plasticene Model by child under 10 
years, 1 Hazel Wegener, 2 James Belshaw 

Map of Alberta, and Map of Township 
in which you live, 1 Ivan Casey 

Specimen of Handwriting, Grades 1 
and 2, 1 Isabel Tenant, 2 Bessie James 

Ditto, Grades 8 and'4, 1 Doris Huser, 
2 Alice Optkes 

Ditto, Grades 5 and 6, 1 Miss Ella 
Walroth, 2 Miss Bertha Wegener 

Ditto, Grades 7 and up, 1 Miss Evelyn 
Landymore, 2 Charlie Purvis. 


named, 1 Clifford 


——$— 


SYNSOPIS OF CANADIAN NORTH- 
WEST LAND RECULATIONS, 


THE sole head of a family, or any 

male oyer 18 years old, may home- 
stead a quarter-section of available Dom- 
inion land in Manitoba, Saskatchewan 
or Alberta. Applicant must appear in 
person at the Dominion Lands Agency or 
Sub-Agency for, the district. Entry by 
proxy may be made at any Dominion 
Lands Ageney (but not Sub-Agency), on 
certain conditions. 


Duties.—Six months’ residence upon 
and cultivation of the land in each of 
three years. A homesteader may live 
within nine miles of his homesteal on a 
farm of at least 80 acres, on certain con- 
ditions. A habitable house is required 
except where residence is performed in 
she vicinity. 

In certain districts a homesteader in 
good standing may pre-empt a quarter- 
section alongside his homestead, Price 
$3.00 per acre. 

Duties. —Six months residence in cach 
of three years-after earning homestead 
patent; also 50 acres extra cultivation. 
Pre-emption patent may be obtained as 
soon as homestead patent, on certain 
conditions. 


A settler who has exhausted hie home 
stead right may take a purchased home- 
stead in certain districts. Price $3.00 
per acre. Dnties,—Must reside six 
months in each of three years, cultivate 
fifty acres and erect a house worth 
$300.00. 


The area of cultivation is subject to re- 
dnetion in case of rough, stony or serubby 
land, Live stock may be substituted for 
cultivation under certain conditione, 

W. W. CORY, O.M.G,, 


Deputy of the Minister of the Interior, 
N.B.—Unautherized publication of this 
advertisement will not be paid for 


red 


NOTICE ! 

Farmers Insure your Crops against 
Hail with Chas. Hultgren, Exclusive 
Agent for the ‘‘ Home,’’ with 
$38,000,000 assets, also the Canada 
Security and other Companies. In 
case of loss you get settlement in 
full—no pro rata or deferred pay- 
ments here. Again--Insure Early. 

Respectfully, 
CHAS. HULTGREN. 


IMAGE | 
ILABLE 


CANADIAN . 


PACIFIC 


DOMINION DAY 
EXGURSIONS 


Fare and One-Third 
for Round Trip. 


Going Dates ~ July 29th to July 
Ist inclusive. 
Final Return Limit ~July 3rd. 


Further Information from any 
Canadian Pacific Ticket Agent, or 


R. DAWSON, 


District’ Passenger Agent, 
Calgary, Alberta. 


A Reliable Agent 
Wanted. 


In every good town and district 
in Manitoba, Saskatchewan and 
Alberta where we are not represented 


Territory reserved for the right 
Man. 


Highest. commissions paid. 
Attractive Advertising matter. 


SPLENDID LIST of HARDY 
TESTED VARIETIES 


Recommended by the Western 
Experimental Stations. 


Hardy Fruits large and small trees 
for wind breaks and shelter belts, 
Seed Potatoes, &c. 


STONE& WELLINGTON 


The Fonthill Nurseries, 
(Established 1837) 
TORONTO, - - - 


Ontario. 


e0eee 


Eastman Kopaks, 
FILMS, 
VELOX PAPER and 
POST CARDS. 


Developing Tanks, Trays, &c, 
For Sale by 
MERRICK THOMAS, Druggist 


Farmers Repair 
Shop 


Special Attention Given to 
BLACKSMITHING. 
Blacksmith’s Coal for Sale, 


PRICES RIGHT 


ALEX JESSIMAN, - Prop. 


¢g 
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What the Canadian 
Navy Has Accomplished 


Hon. J. L. Hazen Tells of Work of the 
Naval Department 


What the navy, hurriedly reconsti- 
tuted on the outbreak of the war, has 
done for Canadian defence, was dis- 
cussed in the commons. Hon. J. D. 
Hazen recently told of the depart- 
ment’s activities since the outbreak 
of the war. The Rainbow had been in 
constant service, protecting commerce 
on the British Columbia coast. 
Niobe on the Atlantic had done noble 
service until September last, when it 
was found that owing to her con- 
tinual cruising extensive repairs were 
necessary. Consequently she had been 
tied up, the crew paid off, and the 
cruiser was used principally for train- 
ing purposes since then, 

The two submarines purchased in 
Seattle had been actively employed 
in the defense of the British Columbia 
coast. The-.ice breaker Earl Grey 
had been sold to the Russian govern- 


ment and safely taken to Arch- 
angel. Naval volunteers on the Pa- 
cific coast had been organized for 


manning the Rainbow and for patrol 
work on both coasts. 
The Imperial Aerial 
Bought the assistance 
department in connection with the 
recruiting in Canada of air pilots, 
and a hundred and eighty Canadians 
were now in the empire’s air ser- 
vice. Recruiting had also been under- 
taken on behalf of the British navy 
for an auxiliary boat service. Sev: 
eral hundred applications were in, and 
an imperial officer was now on his 
way to Canada to examine the appli- 
canis. A _ mine-floating patrol had 
.been maintained at 
chief harbors, guns had been located 
for harbor protection, motor torpedo 


Service had 
of the naval 


gunboats had“been secured and mines | 


had been laid. 


Altogether, said Mr. Hazen, there 
were on the Atlantic and Pacific 
coasts some 97. patrol boats and 


launches on active service; supplies 
and munitions had been forwarded -.o 
Great Britain under the joint direc- 
tion of the admiralty and the naval 
service, and sixty Ships were now 
used as transports. 


Port Trebizond 


The Ancient Port on the Black Sea 
Captured by the Russians 


Trebizond, Turkey’s most important 
port on the Black Sea, which has been 
captured by the Russians, once was 
the capital of an empire, and is where 
the second’ stage of the famous Ana- 
basis of the Ten Thousand ended in 
February, 400 B.C., the story of which 
is related by Xenophon. The Greek 
mercenaries had started seven months 
.before from Zapatas, near the site of 
Babylon, where their efforts had been 
slain, and reached Trebizond after a 
journey of 700 miles through an ene- 
my’s country, in the dead of winter, 
and, for the most part, over rough 
mountains, From Trebizond Xeno- 
phon led the Ten Thousand westward 
along the coast to Chrysopolis, now 
Skutari, opposite Byzantium, now Con- 
Stantinople. From Trebizond the Rus- 
sian army, protected by the fleet on 
one side and the palisades on the 
other, may now take the same route. 

The word “trebizond” comes from 
the Greek word for table, and the an- 
cient city is set on one of rock over- 
looking the sea—impregnable to an- 
cient and mediaeval engines of war, 
but a fine target for modern naval 
guns. From the shore, however, it 
might still be invulnerable, if only 
modern guns had been p!aced on the 
mountains which cover all the ap- 
proaches from the south. 

The port has severai times been be- 
sieged, but never captured, for the last 
Emperor, David, surrendered to the 
Moslems without a fight, and just as 
the besiegers were about to depart. It 
suffered the most formidable invest- 
ment jn the reign of Andronicus I, the 
Second Emperor, when the Seljuks, 
under Melik, son of the great Sultan 
Ala-ed-din, first assaulted the north- 
ern wall in the direction of the sea. 
and later attempted to storm the up- 
per citadel by night. Melik retired af- 
ter losing half his army. 

Trebizond, although for centuries of 
vast commercial importance to Ar- 
menia and Persia, as the starting 
point of caravans trading with these 
countries, has dodged in and out of 
history for the last 2,500 years—from 
the time it was settled by a colony of 
Greek merchants until it lost most 
of its commercial importance through 
the construction of the Tiflis railway 
from the Black Sea to the Caspian, 
whose branches soon established un- 
der Greek, Latin, ’ersian and Mos- 
lem influences it developed a culture 
of its own, the best accounts of which 
are preserved in the writings of tra- 
vellers whom chance or business 
brought that way. 


Britain’s Relief Contribution 

The British government's contribu- 
tion for the relief of Belgium and 
Northern France is about £500,000 
monthly, Sir Edward Grey, the foreign 
secretary, said in the house of com- 
mons. 

He explained that this money was 
not paid directly, but was given by 
the Belgian government from funds 
lent it. 

Sir Edward was asked whether the 
American government had contribut- 
ed anything to the fund. He replied: 

“The United States government, of 
course, has not, so far as I know, 
lent any money to the Belgian gov- 
ernment, ag it is not one of the al- 
lies.” : ‘ 


Plaintiff's Lasrernt rest the case. 
Defendant's .Ditto-—-You ought to; 
it's pretty weak. 


several of the} 


ar aan tee asec 
i aieninnnaptnntlomtiicscprecaninsinntasientctlinesh 


The | 


Slitting St NS SS 


Big Irrigation Convention 


“Wise Men Not Only Pray For Rain— 
They Pay For It 


(By Norman §. Rankin) 

On Thursday, March 80th, the first 
steps in the preparation of the pro- 
gram of the 10th annual convention 
of the Western Canada Irrigation As- 
sociation were inaugurated at Kam- 
loops when the permanent secretary 
met members of the board of trade, 
city council, Farmers’ Institute, Agri- 
cultural Association and Stock Breed- 
ers’ association, and formed a local 
board of control. J. L, Brown was un- 
animously elected as chairman of this 
board with Mr. C. B. Lawrence as sec- 
retary, and the program discussed 
freely and tentatively drawn up. Men 
prominent in irrigation and agricul- 
Sure in the western provinces were 
chosen to speak on subjects of great- 
est interest to the fruit growers and 
farmers, and with the encouragement 
of the British Columbia, Alberta and 
the Dominion governments and the ac- 
tive executive of the association it. 


|self there is every reason to believe 
| that a most successful convention will 


be pulled off. July 25th, 26th and 27th 
were chosen as the most acceptable 
dates to both the prairie and the Brit- 


‘ish Columbia farmers. 


It is now two years since the last 
irrigation convention waé held in Brit- 
ish Columbia when Penticton was the 
place of meeting. Last year Bassano, 
on the Alberta prairies, drew in two 
hundred interested farmers at which 
time the bidding between Kamloops 


'and Nelson for this year’s convention 
| Wag very 


keen. The eloquence of 
J. L. Brown, Ald. Dobson and C. BE. 
Lawrence finally won out and these 
men are now jubilant-over the fact 
that the convention is finally coming 
to Kamloops again after an interval 
of six years. Of the members of the 
executive of the association at that 
time controlling the destinies of the 
association the then president, Wm. 
Pearce is now a resident of Ottawa; 
First Vice-President F, J, Fulton, K.C., 
still resides in Kamloops; Second 
Vice-President R.° R, Jamieson is 
dead; C. W. Peterson and W. H. Fair- 
field, residing respectively in Calgary 
and Lethbridge are yet both active in 
the association’s affairs; Horace Greel- 
ey resides at Maple Creek; Dr. C. W. 
Dickson of Kelowna is an officer in 
the Overseas Forces; C. A. Magrath is 
yet M.P. at Lethbridge; R. H. Agur 
has joined the great majority; R. M. 
Palmer of Cowichan Bay, is now vice- 
president of the B.C. Fruit Growers’ 
Association; Treasurer C. W. Rowley 
manages the Bank of Commerce at 
Winnipeg; and former Secretary John 
T. Hall of Brandon passed away after 
the Calgary convention in 1911, It 
would be interesting to follow up the 
changes and movements of the 163 
delegates who registered at that con- 
vention, but space in this article will 
not permit other than to mention that 
at this writing I recollect that, former 
President W. C. Ricardo is overseas; 
Capt. J. C. Dufresne of Penticton is 
fighting in France, and Arthur Cham- 
berlain of Kamloops is also with the 
Overseas Forces. 

It is proposed at the Kamloops con- 
vention to post a printed list of these 
163 members in order that it may be 
seen how many of those who attend- 
ed the convention in 1910 are present 
at the 1916 mecting. 

The following is the local board of 
control; 

Chairman, J. L. Brown, president 
Agricultural Association and member 
of our executive; finance committee, 
S.C. Burton, chairman; reception com- 
mittee, Capt. Worsnop, chairman; ac- 
commodation committee, ‘Ald. Dobson, 
chairman; entertainment committee, 
Mayor Tirrell, chairman; exhibition 
committee, J. F. Smith, chairman; 
publicity committee, Ald. Johnson, 
chairman; decoration committee, EK. 
Stuart Wood, chairman. 

The slogan of the Western Canada 
Irrigation Association is: “Wise men 
not only pray for rain—they pay for 
it.” It used to read: “Wise men no 
longer pray for rain—they pay for it,” 
but out of deference to objections on 
the part of religious bodies it was 
changed to read as above. 


Plenty of Food For Babies 

Samuel §. McClure, of New York, 
has arrived at The Hague after a 
three months’ tour of Germany, Bel- 
gium, Poland, Austria-Hungary and 
Turkey. 

Mr. McClure says he made it a 
point to investigate reports in circt- 
lation that German babies are dying 
from lack of milk. He characterizes 
these reports as ludicrously untrue. 
German babies were never in better 
health and infant mortality at the 
present time is lower than ever be- 
fore in the history of the empire. 

The same thing is true with regard 
to school children and the people 
generally, because health conditions 
are now more closely watched by 
the government. 

The last quarter of 1915 shows a 
record low figure for infant mor- 
tality in Berlin of 11 per cent., com- 
pared with 19.6 per cent. for the third 
quarter of 1914. 


He hurried after the old gentleman, 
while a couple of negro porters jump- 
ed down off the train in great excite- 
ment. After a protracted gearch one 
of the porters handed up'a wicker bas- 
ket containing a large leg of mutton. 

“Thank you,” said the old gentle- 
man, 

“What do you mean, sir,” roared the 
conductor, “holding up the Oriental 
Limited! You said—" 

“] said a man’s leg was under the 
wheel, and so it was. I paid for this 
leg and if it isn’t mine I'd like to 


know whose it is. I—” 
“Toot! Toot! All abroad.” And 
the train moved off eight minutes 
te, . 
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Canada’s Call ‘‘To Arms” 


(By Pte. W. L. Chinneck) 


Over the world the war clouds dense, 

Swirl and threaten like pestilence, 

And rain forth blood and famine and 
fire, 

Hurling down Innocence into the mire. 

Shall we to Tyranny bend the knee? 


Chorus: 

Canada calls “To Arms!” 

Quit your homesteads and farms; 

Quit your desks and your office walls, 

Nothing else matters when Canada 
calls. 

God Save the King, : 

And perish the Tyrant's alarms. 

We'll follow the Flag till it's shot to 
a rag, 

When Canada calls “To Arms!” 


Belgium lies in a sea of blood, 
Women and children who drowned in 
that flood, 
Prayed to God with 
breath, 

That all true men would avenge their 
death, 

Shall we to Murder bend the knee? 

What shall Canada’s answer be? 


their last faint 


Chorus: Canada calls “To Arms,” etc 


The Prussian Pride and the Prussian 
Hate, 

Who think they sit on the Throne of 
Fate, 

And deal out Destiny with their guns, 

Sonverting the earth to a world of 
Huns, 

What, to their insolent gage thrown 
free. 

What shall Canada’s answer be? 


Chorus: Canada calls ‘‘To Arms,” etc 


When fifty years have flown apace, 

And sons and grandsons fill our place 

And ask: “When Tyranny stormed the 
world, 

Was Canada’s banner awide unfurled? 

How did she fight for Liberty?” 

What shall Canada’s answer be? 


Chorus: 

Canada called “To Arms!” 

Quit your homesteads and farms, 

Quit your desks and your office walls, 

Nothing else matters when Canada 
calls. 

God save the King, 

And Perish the Tyrant’s alarms. 

We'll follow the Flag till it’s shot to 
a rag, 

When Canada calls “To Arms!” 


Snodbish Fiction 


the Canadians Think of the 
Magazine War Stories 


Naturally enough considering the 
material of which Canadian privates, 
especially those of the first con- 
tingent were made, our men express 
no little contempt for the average 
magazine war story. 

Says the 8th number of the Twen- 
tieth Gazette, the organ of the 20th 
Badt,, Northern and Central Ontario 
Regiment: 

“Why does every short complete 
story of the war centre round per- 
sonages of no less rank than a second 
lieutenant? Why is this individual 
usually in the Guards or the Buffs? 
Why is he invariably the Hon. Billy, 
or the Hon. Dicky, or Lord Blank- 
ingham, a mere happy-go-lucky, 
blase sort of a boy, educated at Eton 
and Oxford? Why, in fact, is he 
the Honorable Any Diminutive of 
a character fondly imagined by a 
title-worshiping proletariat to be 
typical of the average Englishman? 

“Again, why does the N.C.O. drop 
his aitches and speak English like 
a grass-eating cow-puncher’ from 
Western Manitoba? He is never an 
educated man. He is never ‘their’ 
class. The private of the story is 
always a bovine creature of no ac- 
count, who doesn’t know his head 
from a cauliflower, and who makés 
rude, ill-bred jokes which his super- 
ior officer overlooks; in fact, they con- 
descend to laugh at them. 

“Why all this twaddle which goes 
for story and plot in these strenuous 
days? Why all the nauseating snob- 
bery contained in-every magazine.” 


What 


Mines Laid by Submarines 


Enormously Complicates the Problem 
of Effective Defence 


In the earlier phases of the war 
many, if not most, of the enemy's 
mines were laid by surface vessels 
disguised as neutrals. But this game 
was attended with considerable risk 
to those who played it, and of late 
it has fallen into disfavor. The 
advent of larger submarines, such 
as the Germans are known to have 
placed in commission recently, en- 
ables the enemy to sow mines in 
places which could not be reached 
by surface vessels, and to do so with 
comparative impunity. 

A submarine of 800 to 1,000 tons 
displacement can carry fifty or sixty 
mines, each quite powerful enough 
to disable the largest dreadnought 
or to blow the bottom out of a 
cruiser. 

The Russians were the first to 
conceive the plan of using submar- 
ines for mining work, and four years 
ago they designed a boat able to 
carry a large cargo of these deadly 
weapons. 

In spite of the spectacular exploits 
of the submarine, British naval offic- 
erg still hold the mine to be the 
more serious menace, Submarine 
attack can be baffled so long as the 
boats employ the torpedo only. But 
when, as is now the case, they as: 
sume the role of mine layers, the 
problem of effective defence is en- 
ormously complicated. 


Women’s New Occupation 


Imposing of Burden of Work on 
Women Needs Restrictions 


It would be strange if the taking up 
of many occupations by women which 
were formerly reguarded as suitable 
only for men ghould not occasion many 
protests and create a certaif’ amount 
of alarm, Evéry material change in 
human habits occasions alarm, and it 
is always reassuring to refiect that 
the direful consequences predicted sel- 
dom or never develop. The fear of 
physical deterioration is not entirely 
allayed by the reminder that woman 
has been the worker all down the 
ages. Through many years of barbar- 
ism and partial civilization woman has 
been the worker and man the fighter. 
Conditions of this nature still obtain 
with a large proportion of the human 
race, woman being the sustainer and 
man the defender, But the amount 
of work imposed on civilized women 
in modern industry is out of propor- 
tion to that performed by women na- 
turally regarded as the workers. Any 
squaw would desert even a chief’s tent 
if required to work at the pace de- 
manded from girlg who are keeping up 
with machinery under the speeding-up 
Process of civilized industry. 

The transfer of work from men to 
women is continuing steadily, and 
every invention that facilitates or 
makes possible the change is a source 
of profit. But the change not merely 
brings back the undesirable feature 
of primitive conditions; the imposing 
of the burden of work on women, but 
the injurious feature of modern in- 
dustry; the pace that wears out the 
human element regardless of its value 
to the race. The increase in produc- 
tive capacity made possible by mod- 
ern inventions has not resulted in less 
onerous industrial conditions, but in 
more trying speed and more injurious 
tasks. Under such conditions itis 
necessary to impose restraints on 
hourg and conditions of work for wo- 
men and children, The need of such 
restrictions arises through other -re- 
strictions which cause a_ perpetual 
competition for leave to work on any 
terms. The true remedy would be 
found in the removal of these restric- 
tions rather than in the creation of 
new ones, but until such remedies can 
be secured it is no deniai of the most 
advanced feminist contentions to re- 
quire restraints regarding the hours 
of work for women in onerous occu- 
pations.—Toronto Globe. 


Dress Censor in Germany 


Woman Taken to Police Station and 
Made to Wipe Off Her Rouge 


What is characterized as a recrud- 
escence of the spirit of the blue laws 
is observed in some German cities. In 
Munich the police have been author- 
ized to act as censors of women's 
dress and have been ordered to arrest 
all women: who are dressed too con- 
spicuously. The first victim of these 
instructions was a young woman who 
was On her way to meet an officer. 
She was taken to a police station and 
compelled, according’ to the newspap- 
er reports, to wipe the powder and 
rouge from her face before being per- 
mitted to leave the station. In Leipzig 
prescriptions regarding boys and girls 
under eighteen years of age are being 
enforced. They are forbidden to en- 
ter restaurants and saloons’ except 
when accompanied by adults, and they 
may attend moving picture exhibitions 
only when special programs for juven- 
iles are given, and they must keep off 
the streets after 10 o’clock at night. 


Canada’s Opportunity in Eggs 

Great Britain formerly imported 
immense quantities of eggs from 
Russia and from the Scandinavian 
countries. These sources of supply, if 
not entirely cut off,.are seriously 
diminished, With facilities for ship- 
ping in a fresh condition Canada has 
an opportunity of meeting the defici- 
ency. To accomplish this not only 
must the number of poultry breeders 
be multiplied, but increased watchful- 
ness be manifested in tending the 
flocks and in the selection of stock. 
The average Canadian flock produces 
about 50 eggs per hen. The world’s 
record is 314 eggs laid in one year by 
one hen, Lady Elgantine of Delaware. 


Just as there are pedigreed milking 


cows, so there are bred-to-lay fowl. 
It will pay you to f.nd out about them. 
A good breed of poultry is no more 
costly to keep than a poor breed, and 
is infinitely more’ profitable. Having 
the fowl, the next thing ig to see 
that the eggs are kept fresh, 
Candling is a simple method of test- 
ing eggs. A candling apparatus and 
instructions for handling may be se- 
cured free from the federal depart- 
ment of agriculture, 


If Britain “Went Dry” 

Their (the, British) drink bill for 
last year was $909,790,000, and prob- 
ably they are now spending a Dillion 
dollars a year on something which 


‘many people in the United States and 


England manage to get along with- 
out. Thig war has cost Great Britain 
about $7,500,000,000, If we gubtract 
from this the loans to other countries, 
which will presumably be repaid, and 
the money spent on feeding the gold- 
jers, who would have had to be fed 
and clothed anyaow, though not so 
well in time of peace, we should have 
left, using the estimate of Sir George 
Paish, a net loss to the country of 
about $2,500,000,000. If then, Great 
Britain should go dry, as Russia has, 
its total war losses could be paid up 
within the next three years, not al- 
lowing anything for the gain in in- 
dustrial efficiency and the saving 
from the crime and impaired health 
which incidentally results from the 
cons m of a billion dollars’ 
New 


worth of liquor a year,—The 
York Independent. : 


History of Advertising 


Fifty Years Ago It Was Very Much In 
the Elementary Stage 


Advertising in various forms is ex 
tremely old. Mention of this art is to 
be found even in the Old Testament. 
Under the Caesars, the walls of the 
Colesium used to be placarded with 
notices from business men in Rome; 
and in ancient Greece it was custom- 
‘ary to hang in the temples, parchment 
scrolls of complaints and personal 
afflictions of the people, which in turn 
led to ingenious interpolations on the 
state, trade and business, thus calling 
attention to the wares of the com- 
plainants. 

The obelisks of the Rameses served 
a turn for the Egyptians and St. Paul’s 

peed in London was so covered 

with trade notices at one time that 
the constabulary was invoked to tear 
them down. 

All this demonstrated the antiquity 
of advertising, yet it is only in recent 
years that its magnificent proportions 
j were attained. 

The first regular newspaper to pub- 


lish advertisements was the London 
| Weekly News in 1622. The word “ad- 
vertiser” first appeared in a heading 
in the London Gazette in 1666. In 
1730 appeared the first “personal” in 
a London periodical, and from its 
wordng it might have been clipped 
from the columns of the New York 
Herald. 

The first. regularly printed news- 
paper in America was the Boston 
News Letter which made its appear. 
ance in 1704 and enjoyed a circulation | 
of only 300 after 40 years. 

The New York Gazette first pub- 
lished advertisements in 1726, and in 
one year its total was only four, Not 
until 1830 did it. contain one full 
column, although the first American 
daily, the Independent Gazette, con- 
tained in 1787 as many as 34 adver 
tisements. : 

Fifty years ago a merchant who 
purchased more than four inches of 
newspaper space was deemed guilty of 
extravagance, and New Yorkers can 
recall the three-inch advertisements 
with which the late A. T. Stewart an- 
nounced the opening of his mammoth 
store on lower Broadway—now Wana- 
maker’s New York store—Today a 
whole page would not be considered 
sufficient to devote to such an event. 

In 1865, the London Times in a 
single issue claims credit for 22,275 
separate advertisements. . 

The earliest American advertise- 
meants dealt with real estate and run- 
away slaves. Hotel proprietors and 
pateyt medicine vendors followed, and 
then theatrical managers and book 
publishers, 

Except slave owners, we have these 
advertisers still with us, daily purchas 
ing more and more space. 

It is estimated that the total volume 
of retail advertising in the United 
States reaches the stupendous figure 
of about $400,000,000 and almost 
doubles in volume the total annual ad- 
vertising of manufacturers and whole- 
salers. 


Regarding Passports 


British Landing and Passport Regula- 
tions Are Very Strict 


The following extract from an or- 
der-in-council, turther amending the 
Defence of the Realm (Consolidation 
Regulations) 1914 made by his majes- 
ty in council under the Defence of the 
Realm Consolidetion Act, 1914, as sub- 
sequently amended, js published for 
general information, 

1. A person coming from or in- 
tending to proceed to any place out 
of the United Kingdom as a passen- 
ger shalj not, without the special per- 
mission of a secretary of state, land, 
or embark at any port in the United 
Kingdom, unless he has in his pos- 
session a valid passport issued. to 
him not more than two years pre- 
viously by, or on behalf of the gov- 
ernment of the ceuntry of which he 
is a subject, or a citizen, or in the 
case of a person coming from a 
place outside the Uinted Kingdom 
either such a passport or some other 
document satisfactorily establishing 
his nationality and identity to every 
such passport and document as 
aforesaid there must be attached a 
photograph of the person to whom it 
relates. In the case of British sub- 
jects, resident in Ireland, special per- 
mission to embark may be given by 
the lord lieutenant of Ireland instead 
of by a secretary of state. 

2. If any person lands or embarks 
in contravention of this regulation, 
or if, where any such ‘special per- 
mission to land has been granted by 
a secretary of state subject to any 
conditions, the person to whom it 
was granted faj's to comply with any 
such condition he shall be guilty of a 
summary offence against these regu- 
lations. 

3, For the purpose of this regu- 
lation the expression “passehger” in- 
cludes any person carried on a ship 
other than the master and persons 
employed in the work or gervice of 
the ship. 


England Has Beer Without Headache 

The liquor control board has discov- 
ered @ new non-alcoholic beer, the 
sale of which will be pushed as far 
as possible in the English public- 
houses. 

“It seems like beer, it looks like 
beer; it tastes like beer—the only 
difference is in the headache,” says 
the statement issued by the board. 

Mm a test case, a workman drank 
reoty pint bottles without becomin 
nioxicated. The new drink w 
be placed at the disposal of pailia- 
ment, in the house of commons, 
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Telephone for Every 
15 Persons in Canada 


re ® 
1,396 Companies Have Earned Over 
$4,000,000 


According to the annual blue book 
of the railway department giving tele 
phone and express statistics, there is 
now one telephone for every 15.1 per- 
sons in Canada. The increase in the 
use of the telephone has been steady 
during the past few months, and war 
conditions do not. seem to have inter- 
rupted the progress, The number of 
telephones reported as being in use in 
1915 was 633,090, an increase of 11,- 
946 over 1914. The principal growth 
was in rural districts. The net earn- 
ings of the 1,396 companies in Can- 
ada totalled $4,764,957, which was 
$350,091 better than the result of 1914. 
The total capitalization of Canadian 
telephone companies now amounts to 
$74,285,000. 


Express earnings for 1915 show 
some shrinkage, owing to war condi- 
tions. Gross earnings for 1915 


amounted to $11,311,797, as compared 
with $12,646,451 for 1914, Net earn- 
ings totailed only $68,668, as compar- 
ed with $383,455 in 1914. The small- 
ness of the ret earnings, however, is 
perhaps not so significant as might be 
supposed, when it is considered that 
the express companies paid last year 
to railways and other carrying agen- 
cies for express privileges, a total 
amount of $5,610,224. This - latter 
amount went in reality to the trans- 
poration companies. which own the 
stock of the express companies. 


The Demands of the Time 


The Farmer is Providing a Good-sized 
Portion. of the Ammunition 


The man who produces one pound 
of anything of value, the man who 
improves the breed of his own cat- 
tle, the man who makes two blades 
of grass grow where one grew be- 
fore, is adding to the wealth of the 
nation, to the richness of the coun- 
try. Not alone is that the-case, but 
he is contributing his bit to Chris- 
tianity and to the welfare of the 
world. It is given to the farmer 
and breeder to serve his native 
land more by his individual effort 
than is within the power of the 
ordinary follower of any other oc- 
cupation. The farmer by his own 
unaided efforts, except by the gifts 
of nature, can maintain his wife 
and family. No. other worker in 
the world’s vineyard can say sO 
much unless he is willing to go nak- 
ed and that he and his should often 
times suffer the pangs of hunger. 
And the claims upon the farmer and 
his fellow, the breeder, in present 
circumstances are not only urgent 
but many. 

There are people who object to the 
assertion that the agriculturist is 
making the earth yield its utmost 
in tending his flocks and herds with 
care, dilligence and intelligence, is 
doing: his bit, the same as the man 
in the trenches. He is not directly 
placing his own life in jeopardy per- 
haps, but he is helping to sustain 
those who are. 

He is providing a good sized por- 
tion of the ammunition. The fault is 
not in the assertion itself, but in the 
use that is made of it by the man 
who has no spirit for the right and 
who, the probabilities are, is doing 
his full pit neither in agriculture nor 
in any other form of industry. 
There are possibly men on the land 
who would be more use on the field 
of battle, but one thing is certain if 
the men who are of value to the 
soil and to the farmyard are taken 
away some means must be found to 
replace them. 

Canada’s future lies in the womb 
of her agriculture. To make th» 
best use of the opportunities that 
are and will be, to take our right- 
ful place in\the world’s economics, 
we must toil, without ceasing. we 
must produce and improve, we must 
bend all our energies to results, we 
must utilize waste and, amidst it 
all, we must focus our eyes upon 
the future and pay our respects to 
conservation. Our position is uni- 
que in nearness to, and in our fac- 
fjlities for reaching, the best mar- 
kets. Transportation just now may 
be difficult and expensive, but it will 
not always be so, and when the time 
comes for greater freedom of trade 
we must be prepared for it. This 
ean be done not alone by industry, 
but also by economizing; not by 
hoarding, but by the judicious use 
of our resources. A truth ever to be 
born in mind is that what is wast- 
ed by fools is turned into profit 
by the wise. Even in the midst of 
its campaign of destruction and fe- 
rocity, Germany, so word is flashed 
across the sea, is devoting attention 
to education and internal improve- 
ment and development, 


Families Never Saw the Sun 

In Galicia, where the Russians 
won great victories, there is one of 
the most remarkable underground 
cities in the world. It hag a popu- 
lation of over 1,000 men, women ana 
children, most of whom have never 
seen the light of day. 

It is known as the City of the Salt 
Mines, and is situated several hun- 
dred feet below the earth’s -urface. 
Its being is due to the greatest salt 
mines in the world, which though it 
has been mined for man,’ generations, 
seems inexhaustible. The city has its 
town hall, church, theatre and. as- 
sembly room, all made from the ecry- 
gtallized rock galt. It has long, wide 
streets and big squares, lighted by 
electricity. 

There are numerous 
faimilies in this underground city 
where not c single individual in 
three or four generations has seen 
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The Sixth Overseas 
Universities Company 


Reinforcements for the Princess Pat- 
ricia’s Canadian Light Infantry 


Canadians, of whatever nationality, 
thrill as they recall the wonderful 
record made by the Princess Patr- 
icia’s Canadian Light Infantry at Fes- 
tubert, at Ypres, and many other bat: 
tlefields in Belgium;; how, in the face 
of overwhelming odds, they held their 
positions by their courage, steadiness 
and dogged perseverance, 

For nearly a year the P.P.C.L.I. (as 
the Princess Patricia’s Canadian Light 
Infantry is known in military circles) 
has been reinforced by a steady flow 
of recruits of the very finest of our 
Canadian manhood. These. recruits, 
many now veterans, are determined 
that this fine battalion shall not lose 
its high record, but with their help 
shall have added honor and prestige 
in the future, 

The reinforcements have been 
drawn from all over Canada, and the 
Universities of Canada have made 
this battalion their care. Already 1,- 
350 officers and men have gone for- 
ward under the title of the Univers!- 
ties Companies and are doing their 
“bit” at the front or at Shorncliffe. 
Five Universities Companies have 
left Canada. 

The number of men _ volunteering 
from the west has been simply won- 
derful. So much so that the authori- 
ties of the Western Canadian Univer- 
sities decided to send overseas a bat- 
talion composed of students of the 
Western Universities and members of 
the teaching staff. This battalion is 
now recruiting and is called the 196th 
Western Universities Battalion, 
C.E.F. 

The object of the Western Universi- 
ties Battalion and of the Universities 
Companies is the same in that it pro- 
vides a means for men to get to the 
front in congenial company, but 
though their paths are parallel, they 
are not identical in this respect. The 
Western Universities Battalion is for 
Overseas Service as a battalion, and 
the Universities Companies are rein- 
forcing the Princess Patricia’s Canad- 
ian Light Infantry. 

The P.P.C.L.1. is now composed 
mainly of men from the Universities 
Companies and the steady flow of re- 
inforcements for this battalion must 
not be allowed to stop and further 
the standard of the recruits must al- 
ways be the “best that Canada can 
offer.” 

There are many men of the Uni- 
versity type whose hearts grow warm 
as they read «nd hear the name of the 
Princess Pat’s, for they have broth- 
ers, relatives and friends in it, and 
they wish they could have an oppor- 
tunity of joining it. To these men the 
news that a sixth company is being 
recruited under Major McKergow, at 
McGill University in Montreal, will be 
welcome. 

The Sixth Company is in comfort- 
able quarters at. McGill Uinversity 
and has all. the advantages of the use 
of the McGill Campus and the Uni- 
versity Building, imcluding the Mc- 
Gill Students’ Union. 

The Universities Companies have 
been almost overwhelmed with the 
hospitaity of the residents of Mont- 
real and its suburbs. 

The training of the Companies has 
been of an exceptionally efficient char- 
acter, and has been of a nature to de- 
velop specialists, some at musketry, 
others at signalling, others at tactical 
exercises, and again others in physi- 
cal training, bayonet fighting and 
bombing. 

The great advantage of these com- 
panies is that men of the same social 
status go forward together, and 
join a battalion in which they will 
find a large number of congenial spir- 
its. Another advantage is the rapid- 
ity with which they go forward to the 
front. The training in Montreal us- 
ually takes about three months, and 
after two months further, training in 
Englan@ they take their place in the 
firing line without unnecessary delay, 
The reason for this is the fact that 
these companies reinforce a battalion 
already at the front, 

A considerable number of the men 
who have joined the Universities Com- 
panies have, upon reaching England, 
obtained commissions in the British 
and Canadian units. It is, of course, 
impossible to make any guarantee as 
to promotior of this character, but 
the nature of the training received 
and the reputation of the Universities 
Companies make the chances of pro- 
motion excellent for the type of men 
that the Universities Companies ac- 
cept. 

Intending recruits are examined lo- 
cally by an army medical officer, re- 
ceive their transportation to Mont- 
real, and immediately obtain their un- 
iform, and start their training with- 
out delay. Readers are invited to 
make known to their friends this op- 
portunity. The officer commanding, 
6th Overesas Universities Company, 
McGill University, Montreal, will be 
glad to supply any further information 
that may be required. 

“Plase, ma’am,” gaid a little girl to 
the woman who lived next door, 
“mother wants to know if you will 
lend her your gramophone this after- 
noon.” 

“What an extraordinary request! Is 

she going to give a dance?” 
“No, ma’am, We're tired of danc- 
ing to it. Sie wants to keep it quiet 
for a couple of hours so that baby can 
sleep!" 


Client--You have an item in your 
bill, “Advice, March 8, $5." That was 
the day before I retained you, 
Lawyer—I know it. But don't you 
remember on the 8th I told you you'd 
better let me take the-case for you? 
Client—-Y es. 
Lawyer—Well, that’s the advice, 


re : 


hig neighbors in buying. He says 
farmers are too neighborly, that they 
want good feelings to take the place 
of business methods. 

His disillusionment is not to be won- 
dered at. The spirit of neighborliness 
and good will must be the basis of all 
successful co-operative enterprise, but 
this neighborliness must be put on a 
business basis. One need not love his 
neighbor less for keeping accurate ac- 
counts with him.—The Country Gen- 
tleman. 


Keeping Accounts 


System of Keeping Records Will Show 
up in Farm Affairs 


Bookkeeping has not as yet played 
an important part in the work of 
the farmer. On small farms where 
the income and the outgo amount to 
only a few hundred dollars a year 
there is not such a pressing need of 
spending much time on _ account. 
On larger farms, or in the case of 
high-priced land, however, where the 
investment runs into thousands of 


Shade Trees 


dollars, there will be financial gain 

in utilizing some sort of sensible 

bookkeeping system. It is an extravagant idea, charac- 
The mere keeping of accounts, teristic of the times, that in order 

however, unless it leacs to improved to have beautiful shade trees along 

practice, amounts to nothing in our roads and around our homes 

farming or in dairy operations. 1) it is necessary to purchase them at 

the record of one department of the|f@2¢y prices from commercial nurs- 

farm shows up favorably when the erymen, This is far from the truth. 


It is possible to plant merely the 
tree seeds in prepared spots about a 
foot square. Of course it will take 
some time for these seeds to develop 
into large-sized trees, but remember 
that we are planting for the next 
generation. During the ten years 
that we would-think about purchas- 
ing these trees without doing so, our 
seeds will have developed into at- 
tractive-looking young trees. Or bet- 
ter still, go to the woods some of 
these days before the busy season 
comes on, carefully look over the 
young seedlings and pick out the re- 
quired number of promising trees so 
that when transplanting time comes 
jthere will be no time lost in search- 
jing around for suitable trees. In 
{transplanting from the forest. the 
|temptation is always to choose trees 
|of too large a size. The smaller a 
|tree the easier it may be transplant- 
up in farm affairs themselves and from |°?, 87d the quicker it recovers from 
that standpoint alone there will be|tis shock. The safest way is to 
gain that is worth while. select small trees not over four feet 
tall. As much soil as possible should 
be taken up with the tree and held 


profits are summed up, more em- 
phasis can pe placed on that phase 
of the work, so as to make a still 
better showing. In no department 
do records shed more light than when 
applied to dairy cows. There are 
loafers or boarders in every herd, 
and those who are most up-to-date 
are willing to go to the trouble of 
keeping accounts of each individual 
cow so that the robbers may be sift- 
ed out and sent to the shambles. On 
general principles there is an edu- 
cational value in the keeping of ac- 
counts. While in a measure one’s 
bank balance is a fairly good guide 
as to how things are coming along 
financially, still the perfection of a 
system of records adds immensely 
to the interest we have in certain 
operations, and invariably the pains- 
taking talent that is developed by a 
system of keeping records will show 


When Co-operation Fails 


intact so as not to break the very 
small and fine roots. As it is al- 
Good Feelings Should Not Take the|™ost impossible to transplant a 


large tree without breaking some of 
the roots, it is generally advisable to 
clip the tips of the branches of the 
crown and to cut the lower branches 
off close to the main stem. This re- 
stores equilibrium between the re- 
duced root system and the crown. 
As the tree develops it is necessary 
to continue to remove the lower 
|branches until the lowest are suf- 
ficiently high from the ground. In 
this way a long trunk and high 
branching crown are secured. It 
should be remembered that a branch 
six feet from the ground always re- 
mains six feet from the ground, for a 
tree grows in height from the tip 
only and does not stretch out its en- 
tire length as does a growing boy. 

Where a large amount of shade 
tree planting is to be done it is often 
advisable to purchase them from 
wholesale forest tree nurserymen, 
who will furnish most of the desir- 
able species for no more than fifty 
cents to $5 per 100 for small sizes. 
This would be less than the value 
of the labor required to move them 
from the woods. 

When and how you get the trees 
is of minor importance so long as 
you get and plant them. The time 
necessary to plant a few each year 
will never be missed and within a 
few years the value of your farm 
will be increased out of all propor- 
tion to the labor spent in planting 
the trees. 


Place of Business Methods 


A group of farmers ordered a car- 
load of mill feed on a co-operative 
basis. One of them volunteered to 
look after the business end of it and 
to let the others know when the feed 
arrived. It came in due time, and so 
did all the farmers except one. That 
one is a man whom everybody likes 
and trusts, a man whose word is as 
good as his bond. 

He had some good excuse for not be- 
ing there, so the man who was looking 
after the order secured a place to put 
his part of the feed and sent him word 
where to get it. Some time afterward 
he sent for the feed. Still later—some 
months later—he met the man who 
had ordered the feed for him, and paid 
him—the exact cost of the feed. 

He did not say a word about paying 
for the trouble of finding a storage 
place and putting the feed in it, or 
about paying interest on. the money 
the business mamager had advanced 
for him. He doubtless appreciated the 
kindness of the business manager, and 
would certainly have done as much for 
him; but he failed to consider that 
this friend was out considerable 
trouble, some labor, and the interest 
on something like a hundred dollars 
for two or three months. 

The man who acted as business 
manager in this deal has about con- 
cluded that it pays him better to go 
it alone than to try to co-operate with 


Forest Destruction in Canada| 
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Canaoiam foacstay Association 


The Canadian Soldier: “That's about the worst wreck of a forest | ever 
saw.” 5 

The Canadian Woodsman: “It ie, eh? Then you ought to see what's left 
after a forest fire. I'll take you to a hundred townships right here in 
Canada that will make such a picture look tame. We think it is a 


ev for European forests to be smashed and yet we smash our own 
nearly 10,000 timber fires per annum,” 
The Soldier; ‘“H’m! That's a new way of looking at it.” 
ay ‘ 
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Must Work to Beat Subs — 


A Greater Output on the Clyde is Ur- 
gently Needed “9 


Arthur Henderson, president of thé 
board of education, who is also chair- 
man of the national advisory commit- 
tee on war output, addressing a con- 
ference of the Clyde shipwright work- 
ers, uttered a grave warning concern- 
ing the necessity of doing better than 
they have yet done if the British mer- 
cantile fleet is to be maintained at the 
proper strength to support the extra- 
ordinary demands to support it. 

“During the eariy days of the war,” 
he said, “in order to assist the navy, 
labor was transferred from merchant 
shipping until it was practically 
brought to a standstill. But I want 
to impress upon you that we can no 
longer afford to neglect the construc- 
tion of merchant ships. We have to 
remember that the enemy is boaBting 
of the success of his submarine pol- 
icy, and there are other factors con- 
tributing to the pressing demand for 
an increase of shipping tonnage. The 
president of the board of trade has 
told me how needful it is that every- 
thing possible be done to secure the 
rapid delivery of shipping now under 
construction. To assure this two 
things are absolutely necessary. 

“The employment of skilled men 
must be strictly limited to that class 
of work for which their special skill 
is essential and which cannot be per- 
formed by men of lesser skill or by 
women, and all workers must be maue 
to feel that their full time in whole- 


hearted service is indispensable in 
winning the war.” 
Mr. Henderson referred to the 


grave concern caused to the admiral- 
ty by the failure of men to work full 
time. In one Clyde area alone, out 
of a total of 152,000 hotirs, no less 
than 15,700 hours were thus lost. He 
concluded with an appeal to the orm 
gaized workmen to realize the na 
tion’s need and do their best. 


Foo'ed the Spies 


German Spies Paid a Good Price fos 
Worthless Information 


When France was first manufac 
turing her wonderful 75 c.m. cannon 
German spies conveyed the informa- 
tion that sucha gun was on the way, 
and desperate efforts were made to 
obtain the plans regarding it. 

Realizing the eagerness of Ger- 
many in this connection, those re- 
sponsible for the turning out of the 
invention thought it well to put them 
off the scent, and so the German 
military attache in Paris had infor- 
mation secretly conveyed to him that 
a foreman in the French arsenal 
was heavily in debt, and might be 
found ‘‘useful’ for a consideration. 

An agent was immediately sent to 
the workman, offering a huge sum 
for any details that might be fur- 
nished. The forema,n who was act- 
ing the traitor to order, played his 
part in the most skilful manner, and 
eventually handed over several 
drawings and plans of detached © 
parts, all of which beonged to @ 
gun of earlier pattern, which had not 
been a success. Further leakages of 
information was given to several 
foreign offices to inspect this gun of 
earlier pattern. 

As a result, Germany felt she had 
nothing to learn from France in the 
line of artillery, and when war 
broke out, got the surprise of her 
life when she found that her rival 
possessed a weapon that has been 
described as “an incomparable {fi- 
strument, an element of victory.” 


Canadian Horses Very Satisfactory 

That horses from this continent and 
especially Canadian horses, are giving 
the acme of satisfaction on the west- 
ern front is asserted by Lieut. H. 
Cowan of Westmount, and Lieut. 
Ellsworth, of Marysville, Ont., both 
members. of the Canadian Army Vet- 
erinary Corps, who returned to Can 
ada recently. 

“It is really marvellous,” said Lieut. 
Cowan, “how little contagious disease 
one finds among the horses on the 
western front. The Canadian horses 
seen) to be very hardy. Why, they will 
sleep out in the mud week after 
week, and be perfectly healthy all the 
time. I had charge of 1,500 horses for 
ten months on the western front, and 
in that time I had only three cases of 
pneumonia. 

“I've got you stopped,” put in 
Lieut. Ellsworth.’ “I had charge of 
1,500 horses for ten months on the 
western front, and had only one case 
of pneumonia.” 


Nine Germans an Hour 


The story of a British sniper who 
hid himself in a well and picked off 
scores of Germans is related by a 
correspondent home from the front. 
The sniper was a corporal, sent out 
to annoy the enemy. He selected 
a well, into which he crept, making 
a little barrier of earth in front of 
him. Here he installed himself for 
16 days, doing deadly work. One 
morning he brought. down no fewer 
than nine Germans in an hour. 

By the fifteenth night he had 
grown haggard and “nervy.” He 
dozed a little longer than usual and 
awoke shivering at dawn. To his 
dismay he found his whereabouts in 
the well had been discovered. A 
fair-haired German giant arose in 
the grass 40 yards away, Recovering 
himself, the corporal promptly shot 
him dead. A few hours later he was 
relieved. 


“Men must work and women must 
weep,” 
The song declares—but then 
Sometimes the women weep, 
George! 
That they may work the men, 


by 


‘her. Paul stood up as she turned and 
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even to allow her to talk to him. But | ject of getting possession of the jew- 


she was so serenely imperious, so per- 
suasive in her quenly tenderness, that 
he had no choice; almost sullenly he 
led her into the building, and stand- 
ing with her in a corner of one of the 
long, public rooms, deserted at this 
hour of the day, he said shortly: 
“What is it you have come to say ” 
“IT have come to ask you to give me 
back the jewels I let you take away.” 
He nodded. 
“| thought so. You have seen 


“Yes. 

Lord Eastling went on with confid- 
ence. 

“And he was furious, of course, 
when he heard that I'd got them?” 

‘He was very angry. I was afraid 


“Oh, they'll be quite safe. YOu/he would be,.you know. He felt, as I 
can trust Tom. He won't lose sight/thought he would feel, that you end I 
of them for a moment till they’re safe-| had taken upon ourselves to do some- 
jy locked up in the safe at Winter-|thing that we had no right to do.” 


sand.” . 
“For all that, I would not have 


“I can’t agree with you, unless,’ in- 


deed, his present was no present at 


given them up to him. There aré|/an, the jewels were only shown to 


among them family treasures of 
value, and they have never been out 
of my own care before.” 

She rose to her feet, distressed and 
perplexed. She felt that he had just 
cause for annoyance, that she had err- 


you, not given at all.” 


She ignored this unworthy sugges- 


tion. 


“I’ve promised to take them back to 


him.” 


“Promised. Supposing I won't give 


ed in letting things of such value £0/them up?” 


out of her charge without his permis- 


“Oh, but you’ will. You must. 


sion, and absorbed in  distressful| Whether they are mine, as I under- 


thoughts, she turned away, and walk- 
ed to the other end of the room. 

Paul saw in the movement nothing 
but a recrudescence of the feeling 
of revulsion against himself which 
he knew that he merited. He took a 
step in the direction she had taken, 
and said gently: 

“I don’t know what to say to you. I 
suppose the best thing I can do is to 
confess that I have already prove 
myself to be unworthy of your es- 
teem, and that I can make no objec- 
tion if you prefer to go back to Eng- 
land with your brother.” 

There was still some sincerity in 
this, but there was something more. 
For if she were to agree to go back, 
she could not, she would not, at any 
rate, expect to take the jewels with 


faced him, 

There was upon her beautiful coun- 
tenance an expression of tenderness 
which had in it something maternal. 
There was .a smile about her lips as 
she answered: 

“No, you haven't tired me out yet, 
Paul. And I hope I've not come to 
the end of your affection for me so 
g00n.” 

“No, no, of course not. I—” 

“I shan’t go back unless you send 
me away. Are you going to do that?” 

here was invitation in her voice, 
in her blue eyes. He advanced to- 
wards her, and took her hand, holding 
it in both his. 
~ “Tam going to do nothing but what 
you wish, now and always,” he said. 
“As for the jewels, well, I suppose I 
must put up with the loss of them, in 
token of my remorse.” ts 

He wag artificial again now. A 
slight shade of disappointment cross- 
ed her face, and she said gently: 

“I am going this moment to Tom, to 
get them back.” 

“He won't give them up,” said. Paul 
grimly. 

“Well, we shall see.” : 

The hope of getting his treasures 
back, slender as it seemed to him, 
fanned the blaze of Paul's enthusiasm, 
and he took his wife*in his arms. He 
did not detain her there long, indeed, 
for he was too anxious for her to 
start off on her erranad. But he con- 
tinued to express contrition, admira- 
tion and gratitude as she put on her 
hat and fur coat with rapid fingers. 

Paul helped her to put the hatpins 
in; he had a neatness and dexterity 
of hand which Lady Ursula had often 
declared to be greater than that of 
any maid she had ever met with. 

Within a very few minutes she was 
on her way to her brother's hotel, go- 
ing, on the chance, to the one where 
the members of her family usually 
gtayed when in Paris. 

She was successful in her search, 
for the first person she saw on 
reaching the hotel was her brother, 
with his travelling rug on his arm. 

“Tom,” cried she with subdued ex- 
citement, “Oh, I'm so glad I'm in 
time!” 

He looked at her doubtfully, then 
his face cleared. 

“You're going back to England with 
me?” he exclaimed eagerly. 

“No, no. Take me inside, where we 
can talk.” 

He was disturbed, uneasy, unwilling 


Sore rumio 


sure to Sun, 


uickly relieved by Muring 
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A Mean Trick 
Mrs. Subbubs—Bridget, this butter 
that you borrowed from Mrs. Nexdore 
dastes exactly like the butter we sent 
her for what we borrowed before. | 
believe it's the very same. 
Bridget--Shure, isn’t that a mane 
trick, ma’am; an’ we such reg'lar pat- 
hrons av hers, 
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care of your property, too!” 


stand, or still his, as you assert, they 
are certainly not yours, you know.” 


“No. But I look upon myself as the 
person who is bound to look after 
you, and that means that I must take 


A flush came into Lady Ursula’s 
cheeks. She understood the inuendo. 
She could not fail to do so. 

“You would be,” she said quietly, 
“if | were nota married woman, Tom, 
but you can't usurp my husband’s 
place now.” 

The young man burst out passion- 
ately: 

“I wish to Heaven there were no 
thought of it. But, my dear, I know 
more about him than you do.” 

For a few seconds she was silent, 
and there passed over her calm, beau- 
tiful face that shadow of doubt and 
dismay which Paul's treatment of her, 
added to her brother’s vague accusa- 
tions, had brought there once before. 
But when she spoke she had recover- 
ed her confidence, and if there was 
still some lingering mistrust in her 
mind, it did not appear in her words 
or in the expression of her sweet 
face. i 

“No, no, Tom, you don’t know him 
as well as I do. You bring a lot of 
vague accusations against him, but 
nothing definite. Now, the little I 
know of him—for I don’t pretend to 
have made a deep study of his char- 
acter—is definite, and—satisfactory. 
If he has done wrong things, and I 
suppose he has, like other people, 
there is no one more ready to acknow- 
ledge it.” 

Lord Eastling waved aside this sim- 
ple exposition of her faith in her hus- 
band. 

“Well, I can’t argue with you I 
never could. But I'm determined to 
do what I can for you, whether you 
like it or not.” 

“Very well, Tom. Be as benevolent 
as you please, But give me back my 
jewels, my jewels.” ; 

He shook his head. By the way in 
which his hands tightened on the bag, 
which she now perceived to be’ un- 
der the rug, she knew that the jew- 
els were inside it. She laid her 
hands gently on his. 

“You must, dear,” she said gently. 
“You must zive them up. Think of 
it. You can have no claim on them 
if both my husband and I refuse to 
let you keep them,” 

“Yes, I have. Don't pretend that 
Payne supposes I’m going to make 
away with the things. I swear I’m 
only going to lock them up in the 
strong room.” 

But she doubted. 

“I can’t think,” she said shrewdly, 
“that you would be so persistent in 
this if you had no other reason for 
wanting them.” 

Lord Eastling looked disconcerted. 

“Why, what do you think I want to 
do with them?” he asked hastily. 

* She looked him full in *the eyes. 

“Tell me,” she said, “truly and 
frankly what your reason is.” 

His eyes shifted uneasily, There 
was a silence. 

“Come, you can trust me,” urged 
Lady Ursula. 

He looked up defiantly. 

“It just opens up the whole subject, 
you know. But if you will have it, 
here goes.” He assumed a judicia) 
air. “I want to show these things to 
somebody, who will be able to tell me 
—-whether they were honestly come 
by.” 

Suspicious as she was, Lady Ur- 
sula experienced a gréat shock on 
hearing these words. For a moment 
she faltered, seemed to ghrink. Then, 
recovering, she grew angry. 

“Don’t you think,” she said sharp- 
ly, “that yéu are more likely to be 
running the risk of having them stol- 
en from you by somebody who has 
been clever enough to instil this pois- 
on into your mind, with the very ob- 
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A BRIGHT TOBACCO OF THE FINEST QUALITY 


els?” 

“No, I don’t. It’s a man I know well 
who wants to see the things.” 

“I can't allow them to be taken 
away for such a purpose.” 

“You must allow it. I won't give 
them back to you.” 


(To be Continued) 


flow You May Throw 
Away Your Glasses 


ee ee 


The statement is made that thou- 
sands Swear eyeglasses who do not 
really need them. If you are one of 
these unfortunates, then these glas#es 
may be ruining your eyes instead of 
helping them. Thousands who wear these 
“windows” may prove for themselves that 
bf can dispense with glasses if they 
will get the following prescription filled 
at once: Go to any active drug store 
and get a bottle of Kon-Opto tablets. Dis- 
solve one Bon-Opto tablet in 14 glass of 
water. With this harmless liquid solu- 
tion bathe the eyes two to four times 
ag 8 and you are likely to be astonished 
at the results right from the start. Many 
who have been told that they have astig- 
matism, eye-strain, cataract, sore eyelids, 
weak eyes, conjunctivitis and other eye 
disorders report wonderful benefits from 
the use of this prescription, Get this pre- 
scription filled and use it; you may so 
strengthen your eyes that glasses will not 

necessary. Thousands who are blind, 
or nearly so, or who wear glasses might 
never have required them if they had 
cared for their eyes in time. Save your 
eyes before it is too late! Do not become 
one of these victims of neglect. FEye- 
glasses are only ‘like crutches and every 
few years they must be changed to fit the 
ever-increasing weakened condition, so 
better see if au can, like many others, 
get clear, healthy, strong magnetic eyes 
through the prescription here given. The 


.Vaimas Drug Co,, of Toronto, will fill the 


above prescription by mail, if your drug- 
gist cannot, . 

'"A prominent City Physician to whom the above artic! 
was submitted, said: *‘Bon-Opto is a very remarkable 
remedy. Its constituent in, ents are well known to 
eminent specialists ane 

It can be obtained 


the very . 
band for regular use in almost every family. 


“Children,” said the Sunday Schoo’ 
superintendent, “this picture  illus- 
trates today’s lesson: Lot was warned 
to take his wife aad daughters and 
flee out of Sodom. Here are Lot and 
his daughters, with lis wife jus" be- 
hind them; and there Sodom in the 
background. Now, has any girl or hoy 
a question before we take up the 
study of the lesson? Well, Susie?” 

“Pleathe, thir,” lisped the latest 
graduate from the infant class, “where 
ith the flea?’”-—Harper’s Monthly, 


«ANURIC!” 


THE NEWEST 


DISCOVERY IN CHEMISTRY 


This is a recent discove’ 


of Doctor 


Hotel and Surgical Institute at Buffalo, 
N.Y. Experiments at Doctor Pierce’s 
Hospital for several years proved that 
there is no other eliminator of uric acid 
that can be compared to it. For those 
easily recognized symptoms of inflam- 
mation —as backache, scalding urine 
and frequent urination, as well as sedi- 
ment in the urine, or if uric acid in the 
blood has caused rheumatism, it is 
simply wonderful how surely “ Anuric” 
acts. The best of results are always 
obtained in cases of acute rheumatism 
in the joints, in gravel and gout, and 
invariably the pains and stiffness which 
so frequently and persistently accom- 
pany the disease rapidly disappear. 

‘Go to your nearest drug store and 
simply ask for a 50-cent package of 
* Anuric,” manufactured by Dr. Pierce, 
or send 10 cents to Dr, Pierce for a 
large trial package. If you suspect 
kidney or bladder trouble send him a 
on of your water and describe 
symptoms. Doctor Pierce’s chemist 
will examine it, then Dr. Pierce will 
report to you, without fee or chargé. 

oTe:—French scientists affirm that 

“Anuric” is thirty-seven times more 
active than lithia in eliminating uric 
acid, and is a harmless but reliable 
chemical compound that may be safely 
given to children, but should be used 
only by grown-ups who actually wish to 
restore their kidneys to perfect health, 
by conscientiously using one box—or 
more in extreme cases—as “ Anuric” 
(thanks to Doctor Pierce’s achievement 
is by far the most perfect kidney an 
bladder corrector obtainable, 


Dr. Pierce’s Pellets are the original 
little Liver Pills, One little Pellet for 
@ laxative—three for a cathartic. 


A Chinaman was brought before a 
magistrate in Salt Lake City and re- 
ceived a fine for a slight misdemeanor. 
But the judge could not make him un- 
derstand. 

“Look here, man,” he said, disgust- 
edly, “you pay ome dollar or go to 
jail, see?” There was no gleam of in- 
telligence from the Oriental and the 
judge repeated his explanation, .but 
without results. 

Finally the officer who had arrested 


the man came up. “Say, you dish-face,” 
he called, “can you hear anything? 
You've got to pay a five dollar fine.” 

“You're lying,” yelled the Chinaman. 
“It's only one dollar.”-—-New Thought. 


Pierce, who is head of the Invalids’, 
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10 CENTS PER PLUG 


Barricades on 


Glycerine Six Times as Expensive 
The world’s output of crude gly- 


° cerine is estimated at fr 90,000 to 
Wheels in War) 1,00 ton." 


Reversion to Shields and Armor in 
Modern Warfare 


The present war hag upset so many 
generally accepted principles ag to 
What has hitherto been considered 
modern warfare that the reversion to 
sheilds and armor does not come as 
a surprise, In their early stages of 
the war, there was a preference for 
small shields, because of their port- 
ableness, protection of the individual 
soldier in the trenches, economy and 
adaptability, to the requirements of 
the sapper, and the barbed wire de- 
stroyer. 

The Kussian has a prediliction 
for the shield, and during the battles 
that determined the fate of Poland 
they employed shields so large that 
they had to be mounted on wheels. 
But experience has proved that this 
Shield 1s of little value when shell 
fire has found its target. ‘ 


When, after a storm of high explo- 
Sives, the enemy -resorted to infan- 
try attack, the Russians were com. 
pelled in many instances to aban- 
don positions held by shield-protect- 
ed troops, with the result that many 
of these revived methods of defence 
fell into the hands of the enemy. 


An authority on the subject makes 
this observation: ‘‘We may draw the 
conclusion that individual steel] 
shields can be used to good advan- 
tage; but larger shields, because of 
their bulk, are not a success, © Pro- 
tection against light arms and _artil- 
lery fire during an attack in the open 
reinains a matter of concealment, 
with each man taking advantage of 
such cover as he can find.” 


So that there is still much left to 
the individual initiative of the sold- 
ler, 

As long ago as in the wars. of the 
Greeks, shields or shelters of metal 
were employed in siege operations, 
and were Only abandoned when gun- 
powder gave us cannons and other 
artillery, 


. The Kaiser and Our Empire 

The Kaiser set out to destroy the 
empire, but in the end he will only 
have rebuilt it on a deeper and a 
surer toundation—but a foundation 
with liberty still as its keystone, In 
a century, perhaps in half a century, 
we here at home-shall have shrunk 
by comparison to a relatively minor 
element of the confederation. ‘lhe 
very centre of the English race may 
have shifted from us, must eventu- 
ally be shifted from us. But, if we 
are equal to our heritage, one glory 
will never pass from these islands— 
the glory of founding the greatest 
confederation of free peoples this 
earth has ever seen.—London UDaily 
News. 


A new electric washing machine 
for household use does all its work in 
a stationery laundry tub and elimin- 
ates all handling of the water by the 
operator. 


| Production is entirely inadequate 


j}to meet the demands and retiners 
| now have on hand only enough for 
| three months. About 60 per cent. of 
| the glycerine used on this side the At- 


|lantic, ordinarily comes from Europe 
in a crude form—a by-product of 
| soap and candle-making. Now this 
avenue of supply has been shut off. 

Many industries are thus serious- 
ly affected by the high cost and lim- 
ited supply of the material. ‘The 
bulk of the distilled glycerine is used 
for the production of nitro-glycerine 
‘and dynamite, and a part in the 
manutacture of formic acid, allyl, 
alcohol and artificial mustard oil. 

In 1908 glycerine sold for 10 cents 
la pound; now it is 60 cents, and the 
price is steadily advancing. 


‘lwenty-three creameries in Sas 
katchewan last year made over $1,- 
000,000 worth of butter. ‘The i1ce 
cream, milk and buttermilk sold from 
the same fetched $379,000 more. 


WHY WOMEN 
WRITE LETTERS 


To Lydia E. Pinkham Medi- 
cine Co. 


Women who are well often ask ‘‘Are 
the letters which the Lydia E. Pinkham 
Medicine Co. are continually publishing, 
genuine?’’ ‘‘Are they truthful?’ 
*« Why do women write such letters?” 


In answer we say that never have we 
published a fictitious letter or name. 
Never, knowingly, have we published 
an untruthful letter, or one without the 
full and written consent of the woman 
who wrote it. 


The reason that thousands of. women 
from all parts of the country write such 
grateful, letters to thé Lydia E. Pink- 
ham Medicine Co. is that Lydia E. Pink- 
ham’s Vegetable Compound has brought 
health and happiness into their lives, 
once burdened with pain and suffering. 

It has relieved women from some of 
the worst forms of female ills, from dis- 
placements, inflammation, ulceration, 
irregularities, nervousness, weakness, 
stomach troubles and from the blues. 


It is impossible for any woman who 
is well and who 
has never suffered 
to realize how these 
poor, suffering wo- 
men feel when re- 
stored to health; 
their keen desire to 
help other women 
who are suffering as 
they did. 


“Silver 
Gloss”? 


THE CANADA STARCH 
Co; LIMITED 

* MONTREAL, CARDINAL, 

BRANTFORD, FORT WILLIAM. 

Makers of ‘‘Crown Brand” ana 

“Lily White’ Corn Syrups, and 

Benson's Corn Starch. 


You may be fond 
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MciIntosh-—-What’re ye hesitatin’ 


aboot, Tammas? Play off, mon! 


McNab-—Mon, yon't a bran’-new twa 


More Blouses, Lingerie and 
Skirts—more Table Linen— 
more Sheets and Pillow Cases 
— more Curtains — are 
starched with “‘Silver Gloss”, 
than any other starch in 
Canada. Your grocer has it. 


Laundry 


- Starch 


Become 


Friends- 


of good chocolate — 


Cowan’s Maple Buds wil]:please you ina 
way that no other has — or could do.— 
Buy this dainty chocolate to-day. 


A Michigan physician ig the inven- 


shillin’ “ba”-—and I may never see it| person to sit upright and be comfort- 


again.— Judge. 


able. 


RED ROSE TEA‘ g00dter 


tor of a cushion to be fastened to the 
back of a straight chair to permit a 
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GAVE YOU A BAD SORE? | Money in Flax 


If so, remember these facte—Zam- 
Buk is by far the most widely used 
balm in Canada! Why has it become 
@o popular? Beoause it heals sores, 
eures skin diseases, and does what is 
elaimed for it. Why not let it heal 
your sore? 

Rementber that Zam-Buk is alto- 
gether different to the ordinary oint- 
ments. Most of these consist of animal 
fats. Zam-Buk contdins no trace of 
e@ny animal fat, or any mineral matter, 
¥t fs absolutely herbal. 

Remember that Zam-Buk fs at the 
game time healing, soothing, and 
antiseptic. Kills poison instantly, and 
all harmful germs. It is suitable alike 
for recent injuries and diseases, and 
for chronic sores, ulcers, etc. Test 
how different and superior Zam-Buk 
really is. All druggists and stores at 
60c, box. Use also Zam-Buk Soap. 
Relieves sunburn and prevents frecklea, 
Best for baby’s bath. 26c. tablet. 


bo A SEY — 


LITTLE 


THINGS COUNT 


Even inamatch you should 
consider the ‘Little Things,” 
the wood—the composition— 
the -strikeability—the flame. 


EDDY’S 
MATCHES 


are made of strong dry pine 
stems, with a secret perfected 
composition that guarantees 
“Every Match A Light.” 65 
years of knowing how—that’s 
the reason! 


All Eddy products are de- 
pendable products—Always. 


Extra Burden 


The burden of friction 
means a shorter life for 
horse, harness and axles. 


MICA 


AXLE . 
GREASE 


kills friction—makes a 
perfect-bearing surface. 


Dealers Everywhere 
The Imperial Oil Company 
Limited y 


BRANCHES IN ALL CITIES 


— 
- 


The American Agriculturist reports 
the condition of the American winter 
wheat crop at 78.8 against 88.5 a year 
ago. 


GLASS OF WATER | 


Upset Her 

People who don’t know about food 
should never be allowed to feed per- 
sons with weak stomachs. 

Sometime ago a young woman had 
an attack of scarlet fever, and when 
convalescing was permitted to eat 
anything she wanted. Indiscriminate 
feeding soon put her back in bed with 
severe stomach and kidney trouble. 

“There I stayed,” she says, “three 
months, with my stomach in such con- 
dition that I could take only a few tea- 
spoonfuls of milk or beef juice at a 
time. Finally Grape-Nuts was brought 
to my attention and I asked my doctor 
if I might eat it. He said ‘yes’ and I 
commenced at once, 

“The food did me good from the 
start and I was soon out of bed and 
re¢overed from the stomach trouble. I 
have gained ten pounds and am able 
to do all household duties, some days 
sitting down only long enough to eat 
my meals. I can eat anything that 
one ought to eat, but I still continue 
to eat Grape-Nuts at breakfast and 
supper and like it ")tter every day. 

“Considering that I could stand only 
ea short time, and that a glass of water 
seemed ‘so heavy,’ I am fully satisfied 
that Grape-Nuts has been everything 
to me and that my return to health 
is due to it. 

“T have told several friends having 
nervous or stomach trouble what 
Grape-Nuts did for me and in every 
case they speak highly of the food,” 

“There's a Reason.” Name given 
by Canadian Postum Co., Windsor, 
Ont. 

Ever read the above letter? A new 
one appears from time to time, They 
are genuine, true, and full of human 
interest. 
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| 


| 
| 
| 
| 


| 


| 
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. “For the new settler 
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On New| Breaking 


Prepares the Soil for Wheat and Pro- 
vides Found Crop 


J. H. Grisdale, B. Agr. Director Do- 
minion Experimental Farm, Ottawa, 
says: é 
or the man 
with new breaking done before May 
25. or 26, flax offers an opportunity for 
money making this year on this land 
such as is not possible with any other 
crop. Breaking about three inches 
deep, so as to fill all openings or 
space between the furrows, and to 
conserve any available moisture, as 
well as make a solid’ seed bed, will be 
such a preparation as_ gives a fair 
chance of a fair crop of flax, if good 
seed is carefully sown before the first 
of June. Sow seed at the rate of 30 
to 40% per acre. 

“Where wheat seeding has progress- 
ed rather slowly it will often be ad- 
visable to sow the last few acres in- 
tended for wheat to flax instead. The 
cash returns from the two crops are 
likely to be practically equal this 
year, “ 

“The flax crop will rot the sod on 
new breaking, and leave the soil in at 
least as good condition for wheat as 
if it had been summerfallowed. Be- 
sides, it will provide a substantial rev- 
enue, for flaxseed has averaged 
around $2 a bushel for several months 
past.” 


How Sickly Women 
May Get Health 


If they could only be made to see 
that half their ills are caused by im- 
pure blood, it wouldn’t take long to 
cure them with Dr. Hamilton’s Pills. 
Truly a wonderful medicine that in- 
vigorates, strengthens, renews. Every 
tired, worn out woman that tries Dr. 
Hamilton’s Pills will improve rapidly, 
will have better color, increased ap- 
petite and better digestion. 

No better rebuilding tonic can be 
found than Dr. Hamilton’s Pills which 
are safe, mild and health giving. For 
forty years Dr, Hamilton's Pills have 
been America’s most valued family 
medicine, 25c per box at all dealers. 


Jack—What sent poor Algy to the 
insane asylum? 

Tom—A train of thought passed 
through his brain and wrecked ‘it. 


Minard’s Liniment Co., Limited. 

Dear Sir,—Your MINARD’S LINI- 
ment is our remedy for sore throat, 
colds and all ordinary ailments. 

It never fails to relieve and cure 
promptly. 

CHAS. WHOOTEN. 
Port Mulgrave. 


Young Man (to coquette)—If you 
don’t answer me one way or the other 
—yes or no—lI'll hang myself at your 
garden gate. 

Coquette—Yoy mustn't do thas. 
Father doesn't like young men hanging 
about the place!--London Opinion. 


An Oil That Is Prized Everywhere.— 
Dr. Thomas’ Eclectric Oil was put up- 
on the market without any flourish 
over thirty years ago. It was put up 
to meet the wants of a small section, 
but as soon as its merits became 
known it had a whole continent for a 
field, and it is now known and prized 
throughout this hemisphere. There is 
nothing equal to it. 

Shortening the Road 

“Well, but ’ow far is it to the bloom- 
in’ camp? Is it three miles?” 

“No—not so far ag that it ain’t— 
not if you walks fast.’—London 
Opinion, 


Use Miller’s Worm Powder and the 
battle against worms is won. These 
powders correct the morbid conditions 
of the stomach which nourish worms 
and these destructive parasites cannot 


| exist after they come in contact with 


the medicine. The worms are digested 
by the powders and are speedily evac- 
uated with other refuse from the bow- 
els. Soundness is imparted to the or- 
gans and the health of the child stead- 
ily improves. 


A clothing rack which has been in- 
vented in which garments are hung 
over rods is claimed to occupy less 
space than the usual affair fitted 
with pegs and hooks. 

Drives Asthma Like Magic. The im- 
mediate help from Dr. J. D. Kellogg's 
Asthma Remedy seems like magic, 
Nevertheless it is only a natural rem- 
edy used in a natural way. The smoke 
or vapor, reaching the most remote 
passage of the affected tubes, brushes 
aside the trouble and opens a way for 
fresh air to enter. It is sold by deal- 
ers throughout the land, 


Fair Customer-—-But the hairg are 
coming out of this muff, 

The Salesman—That, madam, is a 
pecularity of the animal; it always 
sheds its fur at this time of the year 

Minard's Liniment used by Physic- 
lans, 


Tommy-—Mamma, have gooseberries 
legs? 
Mom—Of course not, Tommy. 
Tommy—Then I've swallowed a cat- 
erpillar. 


For removing 
paint. 
For disinfecting ‘ | 


refrigerators, } 

sinks, closets, : 
| 

other purposes. | fil x. , > i 

REPUeR CUSSTITUTES. i ae LETT COMPANY UIST JU 


drains and for 500 


A Place For Everything 
A man was pasting up “recruiting 


posters.”” The first was a young la- 
dies’ college, where the man posted 
over the door the following: ‘'3,000,- 
000. more men wanted—Apply with- 
in.” 

The second was posted on an un- 
dertaker’s window, where a model 
coffin was ou show. The poster was: 
“Kall in and do you bit.” 

The third poster was posted over 
the gate of a cemetery, and was as 
follows: “Arftse, ye Britons, Your 
King and Country need you.” 

Minard’s Liniment Lumberman’s 
Friend. 


Jensen—I thought they were going 
to put a sewer in this street? 


Benson—They are. They'll begin 


| 
j 


excavating just as soon as the asphalt | 


is laid. 


How’s This? 

We offer One Hundred Dollars Rs- 
ward for any case of Catarrh that 
cannot be cured by Hall's Catarrh 
Cure. 

Hall's Catarrh Cure has been tak- 
en by catarrh sufferers for the past 
thirty-five years, and has become 
known as the most reliable remedy for 
Catarrh, Hall’s Catarrh Cure acts 
j through the Blood on the Mucous sur- 
, faces, expelling the Poison from the 
Blood and healing the diseased por- 
tions. - 

After you have taken Hall's Catarrh 
Cure for a short time you will see a 
great improvement in your general 
health. Start taking Hall’s Catarrh 
Cure at once and get rid of catarrh. 
Send for testimonials, free. 

F. J. CHENEY & CO., Toledo, Ohio. 

Sold by all Druggists, 75c. 


Germination tests conducted by the 
Saskatchewan department of agricul- 
ture this spring showed 95 per cent. 
of vitasity. 


Ask for Minard’s and take no other. 


Noisily 

Mrs. Noovo-Reesh—We went to the 
matinee at that new theatre that’s 
just been epened the other day. 

Her Companion—Indeed; and what 
do you think of its. accoustic proper- 
ties? 

Mrs. Noovo-Reeshi—Well, you know, 
I thought they were a trifle gaudy my- 
self.—Sketch. 


My | An Effort to Find Ideal Food| ADALAMADRMRDARARRARARAA A, 


Don’t Persecute 
your Bowels 


Cut out cathartics and purgatives. They are 
brutal--harsh-unnecessary..1 ry 
CARTER’S LITTLE 

LIVER PILLS 
Purely vegetable. Act 
gently on theliver, 
eliminate bile,and 
soothe thedeli- 
catemembrahe 
ofthe bowel. 


Care Con 
stipe’*sa, 
P'Lous- 


Feeds Rats to Find What He Shouta | 
Eat | 


More than 1,000 rats are being used 
in the agricultural chemistry depart- 
ment of the University of Wisconsin 
in an effort on the part of Professor 
E. V. McCollum to discover the ideal 
food that will make people live the 
most efficient lives and grow at the 
best practical rate. | 

Although the experiments are being 
made upon rats, the results are known 
to be the same as if they were made 
upon human beings. Professor McCol- 


' Ad Sty i Pocke ness, 

lum has already . been at work for Sich Headache and Indigestion, as millions know. 

seven years on this problem. | Small Pill s l . 
He has wearly§ discovercd the per- my Small Dose, Small: Price. 


ya] . +. 
Asenuine must bear Signature 


flea Kio 


fect food, but is still in search of the, 
chemical parts of the two unknown 
compounds that will make up the ideal | 
food for which he is searching. | 
| 
| 
} 


NEW STRENGTH 
IN THE SPRING 


© NEW FRENCH REMEDY. Not No? oR 
HERAPION hiss 
Hospitals with 

Teat SUCCESS, CURES CHRONIC WEAKNESS. LOST VIGOR 
VIM KIDNEY. BLADDER DISEASES. BLOOD POISON, 


PILES EITHER No DRUGGISIS or MAIL $1. Post 4 cT® 
| POUGERA CO 9 BEEKMAN ST NEW YORK orLYMAN BRO® 


Nature Needs Aid in Making) fotoxto,, Waite ron REE boox to Dr. Le CLeng 


MED CO HAVERSTOCK RD. HAMPSTEAD. LONDON, ENQ@, 
New Health-Giving Blood TARY NEW DRAGEEITASTELESS) FORMOF pasy TO TAKS 


THERAPION f2htc2cne. 


: a | ORE THAT TRADE MARKED WORD 'THERAPION 18 Of 
In the spring the system needS A} GAIT GOVT STAM? AFFIXED TO ALL GENUINE PACKETS. 


tonic. To be healthy you must have) = 
new blood, just as the trees must have 

new sap to renew their vitality. Na- 
ture demands it, and without this new | 
blood you will feel weak and languid. | 
You may have twinges of rheumatism 
or the sharp stabbing pains of neur- 
algia. Often there are 


a 


Wood's Phosphodine. 


fy. 1} The Great English Remedy. 
\ Vy Tones and invigorates the whole 
BS i.e nervous system, makes new Blood 

— in old Veins, Cures Nerrous 
al oe ae pad osha jrorry, Dee on 
disfiguring | dency, Loss of Kneroy, Palpitation ef the 
" Heart, Failing Memory. Price $1 box, 
pimples or eruptions on the skin. In| orgs,’ One will pleace, 4x will cure. Bold hy all 
other cases there is merely a feeling | druggists or malleg in Pisin pkg. On recoine of 
of tiredness and a variable appetite. | Pree Pee oda One ai 

; 7 O., TORONTO, ‘ 

Any of these are signs that the blood MEDICINE CO., TORCHTO, ONT. Former Winton) 


is out of order—that the indoor life | - 
FOR TH KIDNEYS 


Mr. Jones had recently become the 
| father of twins. The minister stop- 
been | Ded him in the street to vongratulate 


of winter has lessened your vitality. 
What you need in spring is a tonic! 
the world of medicine there is no tonic ! 
can equal Dr. Williams’ Pink Pills 
These Pills actually make new rich, ; 
red blood—your greatest need in | What They Cured 
spring. This new blood drives out the!  fyere’ : 
seeds of disease and makes easily tired | e the remarkable experience of 
‘3 ee a : “I was once a terrible sufferer with 
fd arg pain Big po at a a. kidney and bladder troubles, and at 
fered for a long time from dizziness, | times I would lose the use of my legs, 
patti tn-the ‘back and sick get pang | and could not go away from home with- 
and nothing I Shale did ‘ne cany good out some one with me. I was treated 
until I began Dr. Williams’ Pink Pils, | 2¥,4ifferent doctors for 3 years, and only 
and T ebay foal hari Than Geek CAMA me to take Gin Pills, and after taking the 
in my life. I had fallen off in weight oa to teue thane ane ee T. conte: 
to 82 pounds, and after taking the aean;? got completely 
2p 8, gt cured, I owe my life to Gin Pills 

Pills I had increased to 100 pounds.’ | ‘Mosaic 

These Pills are sold by all medicine | 18 P.M. KEMPTON, 
cents a box or six boxes for $2.50 from | bo aie Ei Aes are 50c..a box or 6 boxes for 
The Dr. Williams’ Medicine Co., Brock- | resem. ee tes tip finh terry al 
ville, Ont. National Drug & Chemical Co, of Canada 

anes Limited, Zoronte 
The Silver Lining 

news, I ‘ope, ma’am? 

The Mistress—The master’s 
wounded. im. 

The Cook—There now, ma’am, don’t Well, Jones,” he said, “I hear that 
let that worry you. They tells me|the Lord has smiled on you.” 
they can patch ’em up so’s they’re Smiled on me?” repeated Jones 


medicine to put you right, and in all | 

men, women and children bright, ac- & Nova Scotian:~+ 

These cured me after taking six boxes got temporary relief, My son advised 

dealers or can be had by mail at 50 | Port Medway, N. 8." 
The Tender-Hearted Cook—No bad 

better than before.—Sketch. | "He laughed out loud.”—Tit-Bits. 


Nervous 
Dyspepsia 


The Modern Scourge 


and How to Meet it. 


The speed at which we live, the hustle now so 


necessary for success have unfortunately a very 
adverse effect on the nervous and digestive systems 
of Canadians. The baneful results, increased lately 
to an alarming degree, often lay the seeds of more 
deadly trouble, but it will be satisfactory to learn 
of the ever-increasing popularity in the Dominion, of the Great 
British Remedy, Dr. Cassell’s Tablets. 
- Dr, Ramsay Colles, J.P. of the City of Dublin, a man of high eminence in the scientific 
world, says :—‘* I have great pleasure in expressing my satisfaction as to the curative effect of 


Dr. Cassell’s Tablets in cases of nerve troubles. 


From several cases which have lately come under 


my notice Iam able to form the opinion that Dr, Cassell's Tablets constitute a safe and reliable 
family remedy, and appear to be specially effective for nerve and bodily weakness.” 

Dr, Cassell’s Tablets are Nutritive, Restorative, Alterative, and Anti-Spasmodic, and of great 
therapeutic value in all derangements of the Nerve, Digestive, and Functional Systems in old or 


young, 


They are the recognised modern home remedy for Dyspepsia, Nervous Breakdown, 


tomach Catarrh, Kidney Disease, Nerve and Spinal Paralysis, Infantile Paralysis, Rickets, St. 
Vitus’ Dance, Anemia, Sleeplessness, Brain Fag, Headache, Palpitation, Wasting Diseases, Vital 


Exhaustion, Loss of Flesh, and Premature Decay, 


Specially Valuable for Nursing Mothers and 


during the Critical Periods of Life. 


Druggists and Dealers throughout Canada sell Dr. Cassell's Tablets. If not procurablein your city send to the 
sole agents, Harold FP, Ritchie & Co., Ltd., 10, McCaul Street, Toronto; 1 tube 50 cents, 6 tubes for the price of five. 


Sole Proprietors ;—Dr, Cassell's Co., Lid., Manchester, Eng. : 


GET A FREE SAMPLE 


and 5 conts for 


ces aa 


LUMBER, LATH, SHINGLES, 
MOULDINGS, WINDOWS, DOORS 


And Everything in Building Material. 
Lump COAL always on Hand. 


ATLAS LUMBER Co. Ld. 


CROSSFIELD. 


J. S. 


JOSE, Local Manager. 


bo 


Automobile 


\ 


prices are 


being raised---but the Ford 
price has been reduced 
$120 since war began 


The immense Ford cash purchasing power 
has made it possible to overcome in mauy 
ways the serious obstacles met with by other 
car makers because of the scarcity and 


advance in prices of 


raw materials. 


The high Ford quality is strtctly maintained 
—and the most exacting government tests 
have shown that Ford constructive material 
even excels that used in most high grade cars. 


This year the Ford car---always the most 
economical car to buy and to operate--- 


beats all records for 


economy. 


LESLIE FARR, Dealer, Auctioneer, 
and Real Estate Agent, Airdrie. 


Ford Runabout $480 
Ford Touring - 530 
Ford Coupelet - 730 
Ford Sedan - - 890 
Ford Town Car 780 
f. o. b. Ford, Ontario 


All cars completely 
equipped, including 
electric headlights. 
Equipment does not 
include speedometer, 


CHAS. HULTGREN 


Notary Public and Commissioner for taking Affidavits 


Conveyancing of all kinds of Legal Papers such as 
TLANSFERS, MORTGAGES, AGREEMENTS OF SALE, LEASES. 


Drawing up of WILLS. Etc. Etc. 


INSURANCE and LOANS my Speciality. 


AGENT FOR THE 


John Deere Machinery. 


Low Dain Spreader. 


Grain Tanks, Potato Diggers, and all Seasonable Goods. 


OROSSFIELD, Atra., JUNE 23, 1916. 


Crossfield School 
Promotion 
Examinations 


The following are the results of 
iP onotion Exaniinations just held 
,in the Intermediate Room. 

Grade V. 
| Total marks obtainable 800. 
Bertha Wegener 631 
Adeline Kline 542 
Wendell Jonhson 451 
Grade IV. 

Total marks obtainable 800 
Alice Ontkes 593 
Charles Botterill 536 
Marie Becker 535 
Hileen Patmore 428 
Frank Botterill 398 
Isabel Willis 356 
Clifford Hultgren 334 
Jean McLaren 829 
John McLaren 828 

Grade III. 

Total marks obtainable 500 
Hazel Wegener 376 
Ernest McDowell 349 
Florence Johnson 331 
John Low 322 
Dick Patmore 272 
Raymond Wegener 268 
Georgenia Brown 242 
Achil Demers 216 
Edward Wegener 212 
Antonette Deraers 198 
Percy Willis 193 
Bert Low 163 

Absent:. John Becker, Carl Becker. 

James Kline, Eveline Johnson. 

M. R. KILPATRICK, 
Teacher. 


Red Cross Notes. 


The Red Cross Society acknowl- 
edges with thanks the following don- 
ations and work: 

Crossfield Tea 

Elba Tea 

Inverlea Tea 

Floral Tea 

Mr. Blackadder, donation 5.00 
Work: Mrs. Bray, 1 T and 12 

triangular bandages 
Mrs. Woledge, 12 triangulars. 

», Jeseiman, 12 “a 

», Kerbaugh, 4 M.-T. bandages 

,. Cavander, 12 triangular and 2 
T bandages. 

Mrs. Conrad, 2 pair socks and 1 
helpless shirt 

Mrs. E. 8S. McRory, 12 triangulars. 

Halliday, 12 4 

»,» W. MeRory, 1 pair socks, 

», Robinson, 1 pair socks 
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Lodge Cards 
CROSSFIELD LODGE I. 0. 0. F. 


No, 42 
Meeta Every Wednesday Night in the 
Oddfellows Hall at 8 p.m. 

Visiting Brethren Welcoine. 
Dr. WHILLANS, LEVI BONE, 
Fin. Sec’y. Rec. -Sec’y 


Crossfield School District No. 752 


The Reauvtar Meerrtinas of the above 
3chool Board will be held at the School 
House at 10 a. m. on the first Saturda 
in the following months: January, March 
May, July, September and November. 

All matters of business pertaining to 
this district will be attended to at this 
neeting. 

The office of the Sec.-Treas. is in the 
Post Office Buildings. i 


A. R. Thomas, Chairman. 
C. McKay, Sec.-Treas. 


PACIFIC 
CALGARY 
Inoustria. EXHIBITION 


SINGLE FARE for 
ROUND TRIP. 


Going Dates, June 28th to 
July 4th. 
Return Limit, July 7th. 


Full particulars and Tickets from 
any Canadian Pacific Ticket Agent, 
or 

R. DAWSON, 
District Passenger Agent, 
Calgary, Alberta. 


Train Service. 


North Bound 1-04 
9-28 
19-37 
6-20 
9-56 
14-28 


” 


” 

South Bound 
” 
” 


North Bound 
South Bound 


9-38 


SUNDAYS. 
- 14-28 


A 
Company of the Farmers and 
for the Farmers only. Costs 


ual Fire Insurance Co. 


$100 Insurance. 
Chas. Hultgren, Agent. 


Farmers Insure your ; 


ings in the Wawanesa Mut- 


Empire Defenders. 


We print below a list of the men from 
the Crossfield district who have joined 
the ranks of our Empire Defenders. 


Should any names have been omitted 
and any of our readers be able to supply 
us with the same we should be glad to 
include same. od 


Lieut. Col. R. L. Boyle, 10th Batt. 
Killed in Action. 

W. G. R. Mandell, Princess Pats,, 
Killed in Action. 

Charles Thomas, 9th, Band. 

C. J. Urquhart, 12th Mounted Rifles. 

John Chesser, 

Jas. Watt, 

W. H. Borton, 

M. Lewis 

R. Lewis 

D. R. Lewis $3 

Robt. Salter, 31st Batt. 

Jerry Fuller, 

Cyril Fuller, 

Peasley Courser, 

L: L. Brown, 

M. L. Boyle 5 

Frank Laveck, 50th Batt. 

Clyde Sturrock, 

John Galbraith, 

8. J. Hunter, 

R.. McDonald, 

P. G. Swann, 

W. ©. Clark, * 

Harry Fenwick, 56th Batt. 

Jack Collins, 

Charles Collins, 

R. Landsburgh, 

Fred Blake, ; 

C. W. H. Atkinson, 


” 


’ 
’ Piper 
5ist Batt. 


Medical Corps. 
Bugler J. H. Whitfield, Sth Field Amb, 
A. Fraser, 4th Field Co. Engineers 
A. R. V. Dyke 
Capt. F. Thorpe 

Charlie Knight, 3ist Batt. 

David Grant, $5 
Harry Onslow, ‘a 
G. T. Cornwell, 82nd Batt. 
Bert Woledge, 
Jas. Moss, 
L. G. Fisher ee 
J. E. Clinton, 82nd Batt. 
Dan McPhee, 
Hiram Walsh __,, 
8. Dawson, 56th Batt. 
Douglas Hall, 56th Batt. 
W. A. M. Hallett, 89th Batt. 
James Eagleson, 137th Battalion 
George Sinith, ae 
John Todge, 137th Batt. 
G. Henson, 
Wm. Millan 
Jno. Morrison, 
Jno. Robertson, 
Hugh tii 
Sam Shepard, 
Frank Mossop, 
Geo. Yellowlees e 
ee: J. Havens; 13th Mounted 
A. E. Barnes, 
Gordon Wyatt, + 
Harry Singleton, “a 
Jerry Marston, 14th Mounted 
Levi Bone, 187th Batt. 
Bob Milne, 137th Batt. 
Jack Elliott, 
R. Gentles, ds 
Wm, Milne, 113th Batt. 
Alf. Bailey, 211th ,,, 
Fred Stevens, A 


Besides there are some who have very 
recently removed from here and are well 
known, and have enlisted elsewhere : 

Bruce Knox, 56th Batt. 

R. H. Hunter, 18th Mounted 

A. C. Wittet, i 

Walter Goodland, 50th Batt. Corporal. 

Jesse Fike 

F. Eykelbosch 

J. Levesohn 

Frank RB. Parker, Senr. 

W. B. Edward, 50th Batt. 

Donald Mathieson, 13th Mounted 

George Downing 

George Blanchard 

R. E. Bishop 

Neil McCrimmon 


? 
” 


” 


” 


” 


only about 35 cents a year 


Ironclad, Devenport, Roller Bearing Steel gear « new Ideal Wagons 
Brockville Buggies, Surreys and Democrats. 


John Deere and Bissell Discs. 


Miss D. Robinson, 2 suits pyjamas. 
Mrs. Farquharson, 1 pair socks. 
» McPhee, 1 pair socks and 1 bed 
jacket 
Floral 8.C., 12 triangular 16 'T and 


Hansmann Tractor Hitch. 


Your Inspection Invited. Your Patronage Our Mutual Benefit, 
Prompt Attention Guaranteed. 


CHAS. HULTGREN, Crossfield 


SEESESOE SEE SE EE ESEEEEF4S94466464646466606008 | 


CROSSFIELD GARAGE 


Machinery Repaired. 


Auto’s Stored. 


Tyres Vulcanized. Presto Lite Tanks. Oil and Gas. 


AGENT FOR :-- 
Massey Harris Farm Implements. 


"Council Meetings 


The council of the Village of Crossfield 
will meet in the Council Chamber over 
Fire Hall on the first Monday of each 
month, commencing with February at 
the hour of 8 o-clock p.m. 

By Order of the Village Council 


5t-62- W. MecRory, Sec.-Treas. 
Foreign countries do not support 
‘factories, Why support 
? Buy “Madein-Canada” goods 


——_—_—_—_—___ 
ESTRAYS. 


—_—_——— 

Estray.---One Dark Bay or Brown En- 
tire Horse, Two years old, white stripe 
in face. No Brand. On the premises of 
Jas. Smart, Benr., Sec. 12,-28, R. 1, w 5. 
Has been on this place over two months. 
ES 


Estray.---Bay Gelding aged 10 
small star on forehead, and whieuen 
nose. Right hind foot white. In 
Good condition. Weight about 
1,300 Ibs. Branded right shoulder 
Sec. 4, T. 20, R. 28, w. 5. On 
premises of Jas. Cavander. : 


“GEO. 


1 M.-T. bandage, prep. 6 M.-T. 

Crossfield 8.C., 27 T and 15 M.-T. 
bandages, 1 helpless shirt. 

Mrs. Wigle, 12 washrags. 

Elba 8.C., 1 Nurse’s apron, 5 Tri- 
angular 5 M.-T. and 86 T band- 
ages, and 1 helpless shirt. 

Inverlea 8.C,, 30 T and 6 M,-T. 
bandages, 7 hndks, 1 bed jacket. 

Mrs, Brandon, 12 triangulars. 

Evelyn Landymore, 9 T. and 3 head 
bandages, 12 hndks, 1 washrag. 

Crossfield 8.C. meet next week at 
the home of Mrs. I. Lewis. 


D, Brand Reader,| | 


A Chance For ALL! 


There are still residents in this locality who do not 
take the ‘‘ Chronicle.’’ We are anxious to get them on 
our subscription List. Now is your chance to help. 

. Every New Subscriber paying two year’s subscriptions 
$2.00, will receive a copy of 


“The Veterinarian” 
Published at $2.50 


And the Chronicle for two years from date of payment. 


Any old Subscriber bringing in Subscription for 
the next twelve months and a New Supscription for a 
friend will receive a 


Free Copy of “The Veterinarian,” 
and the Chronicle for a year. 


Any old Subscriber who has paid up for 1916 may 
obtain a copy at the Reduced price of 60c. 


This is a chance that will not be 
repeated. Hurry Up and Get Yours. 
The Number is Limited. 


